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PREFACE. 



The favourable reception with which this work has 
been met by the public^ and the kindly expressions of 
encouragement and approval accorded to it by the 
press, not in England alone, have determined the 
publishers to reprint it, with some additions, in this 
smaller and cheaper f orm* The edition in one volume 
is divided into two parts : the first containing a history 
of the rise and progress of the art of telegraphy, with 
descriptions of most of the apparatus in use at the 
present day; the second being devoted exclusively 
to the more scientific part of the subject, dealing 
particularly with matter having an immediate relation 
to submarine work. It has now been decided to 
separate these parts into distinct volumes, it being 
thought that there are many who, whilst interested 
in the history and apparatus, may not care for the 
scientific part ; whilst others, and especially those con- 
nected with telegraphic engineering, may find only 
the information collected in the second part useful to 
them. For carrying out these objects there couli\ be 
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IT PBEFACE. 

no better channel than "Weale's Rudimentary Series," 
the high charactei' of which has rendered it deseryedly 
celebrated. 

Following the issue of the first edition of this work, 
there have appeared new and improved editions of 
Mr. CuUey's excellent handbook for operators ; of 
Lardner^s work, edited by Mr. Bright — a work of 
great interest to the reader for general informa- 
tion; and a new work, with useful tables, by Mr. 
Clark — a yaluable contribution to the desk of the 
telegraph engineer. We see, therefore, that tele- 
graph literature, which slumbered in England during 
so long a period, is not only awake and active, 
bat, as the result has proved^ is welcomed by the 
reading public ; and ere long we hope to see each of 
our friends follow us in the endeavour to make this 
interesting branch of civil engineering still more 
widely feuniliar, in putting their books within the reach 
of all by reducing them, as £eu* as possible, ta cheaper 
editions. 

But ample room is still left for a more comprehen-* 
sive, elaborate, and able treatise on telegraphy than 
this, and any of these, are ot can be. And it is much 
to be desired that the history, the practice, and the 
science of the subject may be treated of separately 
and exhaustively. As far as the history goes, the 
author has done his best, with the scanty materials 
and limited space at his command, to give a short and 
truthful sketch of the origin, rise, and progress of an 
art grown to an importance sufficient in itself to 
immortalise its century. Where individual claims 
to a part of this immortality prominently occurred, 
they have been dealt with according to the author's 
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Ughts. But the Arrogance of any individual daim 
to the title of ^Hh^ inventor of the electric teleffrapk" 
has not been recognised^ for the reasons stated; and 
if a further reason be required, it may be giren by 
the &ct that those men who deserve the most credit 
h^pen to be those who advance the least claim 
to it. 

Some means of rapid communication is, and probably 
always has been, not only a necessity, but an accom- 
plished £a^t, in some form or other. It is difficult to 
imderstand that the mere knowledge of the attractive 
and repulsive forces of magnets was not in itself suffi- 
cient to suggest to an imaginative mind its application 
to the communicati(m of intelligible signals. It is also 
no less difficult to conclude that an employment of 
Motional electricity to this purpose did not occur to 
Grey, Watson, Franklin, and others, but, from its 
apparently chimerical nature, it may, perhaps, have 
been dismissed, from time to time, from their minds 
as impracticable. 

It is not in the first conception of this idea that 
so much credit lie8> as in its gradual development into 
the proportions of a reality. How long a way to attain 
this may not have been struggling for birth in the 
thinking minds of past centuries it is now impossible 
even to imagine. 

Mr. Bellamy has kindly called the author's attention 
to the fact that GaHleo was fully alive to the im- 
portance which Would attach to the employment of 
magnets for transmitting intelligence to a distance, 
but failed to see his way to the attainment of that 
object. In one of his dialogues on the two great 
rival astronomical systems, written in 1632^ he makes 
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Sagredus say :*— " Tu facia ut meminerim aKcujus, qti£ 
mihi yenditabat occultam artam^ qua per ac^ mag-' 
neticsD sympathiam quandam^ ex intervallo duorum 
triumve Tnillium milliariorum, invicem Colloqui lioeret. 
Cumque dicorum, libenter empturem esse me, dmn- 
modo prius experimentum artis caperem, eamque ad 
rem sufficere, si ego in imo, ipse in alio cubiouli angalo 
consistamus, respondit mihi^ operationem in tarn exigua 
distantia oemi vox posse, qoare dimisi hominem, ac 
dixi, mihi commodam non esse hoc tempore in -3Egyp- 
tmn aut Muscoviam illius experimenti capiendi cau8& 
tendere : si tamen ipse ds ire yelit, me Yenetiis manen- 
tem partes alteras obitumm/' 

Galileo here, speaking in the name of his myth, 
^^ Sagredus*^ exposes himself to One of two supposi- 
tions : the first is, that he Was himself the author of 
the idea which he yery ingeniously transfers to an 
imaginary fellow who tried to swindle him ; the second 
is, that, if not so (probably an accidental admission on 
his part), he, in the eyent of success, would have 
become the willing purchaser of (the credit or profit 
of P) another man's invention. 

* " Galilei Systema Cosmicnm." Dial. I. (near the end). Latin 
Translation published at Leyden in 1700. 

Tkanslation. — '' You remind me of one who offered to sell me a 
secret art, by which, through the attraction of a certain magnet 
needle, it would be possible to converse across a space of two or three 
thousand miles. And I said to him that I woiild willingly become the 
purchaser, provided only that I might first make a trial of the art, 
and that it would be sufficient for the purpose if I were to place my- 
self in one comer of the sofa and he in the other. He replied that, in 
so short a distance, the action would be scarcely discernible ; so I 
dismissed the fellow, and said that it was tiot convenient for z&e just 
then to travel into Egjrpt or Muscovy for the purpose of trying the 
experiment, but that if he chose to go there himself I would remain 
in Venice and attend to the rest.'^ 
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PREFACE. VU 

Things are little changed in this regard since 
Galileo's days : inventors are still to be found ready- 
to sell fantastical schemes, and capitalists, when they 
think they see their way clear, to buy them. 

As far as the descriptions of methods and apparatus 
go, which have been admitted into this book, the 
author has endeavoured to follow the example of 
SagreduSy by dismissing those which, from their pro- 
fessions, claimed a passing attention, but which, on 
nearer inquiry, turned out to belong, in his opinion, 
to the category of the fantasticaL 
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THE ELECTRIC TELEGRAPH. 



SKETCH OF THE HISTORY Al^D PROGRESS OF THE 
ELECTRIC TELEGRAPH, WITH DESCRIPTIONS OF 
SOME OF THE APPARATUS. 



I. Eakly Obsebvations of Electeioal Phenomena. 

1. The history of the electric telegraph includes three 
distiiiet periods. The first of these embraces the earliest 
observations of electrical phenomena, their classification, 
and the inquiry into their physical causes. The second 
begins with the first suggestion of the application of electric 
city to the transmission of intelligence, and includes the 
experiments with Mctional electricity. The third period 
dates from the discovery of galvanic electricity to the present 
time. 

2. The phenomenon of electrical attractip^ produced by 
friction of bodies was, in some instances, known to the 
ancients. It was first noticed abput six hun^e^ years 
before the Christian era by Thal^s of Miletus, the fpun^er 
of Ionic philosophy. He ob^ie^ed that when amb^r was 
subjected io friction it acquire^ the power pf attracti;ig l^ght 
substances, such as bits of feathers ; f^d on this account was 
led to attribute to it a spepies p^ vitfdity. The next 
mention we find is that of Theophrastus, who, three hundred 
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Z THE ELECTRIC TELEGRAPH. 

years later, observed that a hard stone (supposed to be 
toormalme), when rubbed, attracted straws and little pieces 
of sticks in its vicinity. Pliny (70 a.d.), as well as other 
naturalists, both Greek and Boman, remarked, at different 
dates, the same phenomenon, which they regarded, in the 
spirit of the times, with superstitious reverence. 

The ancient philosophers appear to have been but little 
inclined to institute researches into the laws governing 
the natural phenomena they observed, partly because 
their studies were confined to observations made at long 
intervals and unassisted by experimental investigations, 
partly perhaps because the conservative spirit of the times 
discouraged such inquiries^ by preferring fantastical theories 
combined always with superstition. 

8. No systematic inquiry into the subject was undertaken 
until Dr. Gilbert, towards the close of the sixteenth century, 
at the expense of much pains, ^irranged and published in his 
celebrated work, *^ De Magnete," a list of all those bodies in 
which he had observed the same property. 

Towards the middle of the seventeenth century Dr. Wall 
discovered the electric spark on rubbing a cylinder of amber 
with a piece of flannel. On approaching the cylinder with 
his finger he obtained, for the first time, the spark, and 
noticed the noise which always accompanies it. 

Boyle — who observed that warmth increased the electrical 
effects — and Otto Guericke, the inventor of the electrical 
machine, added to the little stock of electrical knowledge 
then in hand. 

4. The first discovery which we have on record of the power 
of transmitting the electric fluid to a distance through an 
insulated wire is that of Stephen Grey, pensioner of the 
Charter House. Grey, having succeeded in electrifying a 
glass tube open at both ends, was desirous of finding out 
whether he could obtain the same result if he stopped up 
the ends with corks. This shows how at random the experi- 
ments were conducted at that date, and how little system 
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liad been introduced into these inquiries. Bat Gh*ey*8 
experiment succeeded, and he was surprised to find the corks 
also highly electrified. On presenting the corked ends of 
the tube to a feather, he found that the feather was first 
attracted and then repelled. This led him to infer that the 
electricity which the tube had acquired by friction passed 
spontaneously to the corks. From the communication of 
electricity from tubes to corks Grey was led to transmit it 
through strings and wires ; and in 1727 we find him em- 
ploying a wire 700 feet long, suspended in the air by silk 
threads, to one end of which he brought his excited glass 
tube, whilst another person at the other end observed the 
electrification. 

To Grey and Wheeler we owe the discovery that different 
materials possess different conducting powers. These physi- 
cists at first imagined that all materials would be equally 
capable of transmitting the electric impulse. In one of their 
experiments they employed a line formed of a hempen cord 
supported in the air by means of very fine silk fibre, believing 
^lat the loss of electricity at the points of support would be 
in proportion to the smallness of the diameter of the fibre, 
and that the greater part of the fluid would pass to the 
farther end of the line. One end of the line supported 
an electrometer formed of a small ivory ball and piece 
of feather; the other end was brought into contact with 
an excited glass tube. When Grey rubbed the tube Wheeler 
observed the bit of foather attracted towards the ivory 
ball. Experimenting in this way on one occasion, one of 
the supports of the line became injured, and, not having 
any more silk at hand, a piece of metallic wire was employed 
to replace it, from which moment no more electricity could 
be made to reach the further end ; and Grey discovered that 
the conduction of electricity was not only dependent upon 
the thickness, but also upon the material of the body inter- 
posed. 

5. After Grey the subject was taken up by Pesaguilliers, 
b2 
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4 THE ELECTRIC TELEGRAPH. 

who institnted inquiries into the different conductibilities 
of bodies. The discoveries of Grey had caused the bodies 
operated on to be assorted into two classes, which Bes- 
aguilliers proposed to distinguish by the names of ** elec- 
trics,** or non-conductors, and " non-electrics," or con- 
ductors. 

6. On making experiments on the attraction of any light 
substance by an electrified body, it had been observed by 
Grey that the former was repelled from the moment that it 
was itself electrified by contact. It was farther remarked 
that when the electrified body was a rod of glass, the H^t 
body would be strongly attracted by a stick of resin also 
electrified by friction. It is not a settled question whether 
it was Synmer* or Dufay, who, in 1788, first concluded, 
from the combination of these facts, the existence of two 
electricities. It was supposed that aU bodies in iJieir 
natural state containe4 ^ equal amount of each of these 
electricities in equilibrium, but that from the moment this 
equilibrium was upset, and tmtil it was re-established, the 
elements would divide th^n^selves between the rubber and 
the rubbed body — ^thqse identical with the electricity of a 
glass rod showing then^selves in some bodies, and, in others, 
those of the sanie nature as the electricity of a piece of 
resin. This occasioned the former to be called vitreous 
electricity, and the latter rmnotis electricity, 

7. Benjamin Franklin believed, however, in the existence 
of only a single fluid, and explained the phenomena by sup- 
posing that on exciting any substance till the equilibrium 
of the electricity was destroyed, an excess of it would be 
deposited on one side, and a deficiency, necessarily to the 
same amount, would occur on the other. Hence he gave 
the name of positive electricity to that which Dufay had 
called vitreous, and neyative to that called resinous. 

Du&y, without the remotest idea of the transmission of 
signals for practical purposes, and with the pure curiosity of 

* Phil. Trans., vol. Ixi., part i., p. 340. 
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a physical experiment, made some capital attempts to ascer- 
tain the distance to which the electric attraction could he 
ohserved in an insulated wire. 

Winckler, in Leipsic, and Lemonnier, of Paris, in 
1746, and Dr. Watson, Bishop of Landaff, in 1747, took up 
the same inquiry. 

8. The discovery of the Leyden jar hy Muschenhroeck, of 
Ley den, in 1746, came very opportunely for the experi- 
menters in the transmission of electric power. 

Muschenhroeck, struck by the escape of electricity into 
the air, which he attributed to the vapours and effluvia 
suspended in it, had determined on an experiment by which 
he sought to preserve some of the mysterious fluid, to keep 
it out of contact with the air. For this purpose he selected 
water as its recipient, and a glass bottle as the best 
means of imprisoning it. On One occasion, happening to 
hold the bottle in his right hand, whilst he was charging 
the water contained in it by a wire leading to the prime 
conductor of a very powerful electrical machine, Muschen- 
hroeck removed the wire with his left hand, and received a 
shock which his imagination probably led him to regard as 
much more terrible than it really was ; for, in a conversa- 
tion with Eeaumur, he is reported to have said that he felt 
himself struck in his arms, shoulders, and breast, so that he 
lost his breath, and was two days before he recovered from 
the effects of the blow and the terror. <* For the whole 
kingdom of France," added Muschenhroeck, ** I would not 
take a second shock." 

9. The Leyden jar — such was the name given to it 
thenceforth — was soon endowed with a more convenient 
form, and became one of the chief instruments in the hands 
of the students of electricity. 

The form given to it by Watson resembled that shown 
in Fig. 1, in which a a is a coating of tinfoil upon the outer 
surface of a glass jar, b b an inner coating of the same 
material, and c a knob attached to a wire in connection with 
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the inner coating. On charging the knob and inner coating 
of the jar with, for example, positive electricity, the charge 
acts upon the natural electricity of the outer coating, which, 
during the operation, should be connected by a conductor 
with the earth, decoihposes it, and repels the positive ele- 
ment, attracting and retaining the negative element on the 
outer coating. If this communication between the knob and 




Fig.l. 

the soui'de of electricity be broken, the charge wUl remain 
accumulated on the inner coating of the jar ; and if a con- 
nection be then made between the knob and the outer 
coating by means bf a wire or of a discharger, as shown in 
the ngure, the opposite electricity accumulated on the 
coatings of the jar will rush towards each other through 
the conductor, producing, on its approach to complete com- 
munication, a spark of brilliant light. 

Suppose that, instead of the short discharger, a wire of 
several yards* length were employed, the eflfect would be the 
same. And it was virtually to ascertain the maximum 
length of this wire that formed the purpose of those re- 
searches of Grey, Desaguilliers, Watson, and others, to 
which we are indebted for the first suggestion of a tele- 
graph* 

10. Watson, in 1747, stretched a wire across the Thames, 
over old Westminster Bridge. One end was fixed to the 
exterior coating of a Leyden jar, the interior coating being 
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connected to earth through the body of the experimenter, 
and the othei^ end held by a person who grasped an iron rod. 
The moment the latter dipped the rod into the river, both 
felt a ghock. 

Subsequently, in the same year, Watson transmitted an 
electric discharge through 2,800 feet of wire, and the same 
distance of earth, at Stoke Newington ; and on the 14th of 
August, in the same year, repeated his experiments on a 
considerably larger scale, transmitting the electric impulse 
through 10,600 feet of wire suspended from insulators of 
baked wood screwed upon a line of wooden poles erected on 
Shooter's Hillw 

Franklin made similar experiments in 1748 across the 
Schuylkill, at Philadelphia, and Du Luc, about the same 
date, across the Lake of Geneva. 

But up to this time the experiments had been conducted 
without a suspicion of the glorious results to which they 
were leading. And even in the hands of the ingenious and 
original Franklin, we do not ^nd that the idea suggested 
itself to him to apply the power he found capable of being 
felt at the end of a wire of considerable length, to the com- 
munication of intelligence. 

n. Telegraphs by Frictional Electricity. 

11. In the Scot's Magazine for 1758 * rs a letter to the 
editor, from a correspondent signing himself "CM.," to 
whom we must give the credit of being the first who pub- 
lished the idea of applying electricity to the telegraph. 

This interesting communication is as follows : — 

"To THE Editor op thb 'Scot's MAOAimE.* 

■Renfrew f Feb. Xst, 1753. 
" Sib, — It is well known to all who are conversant in electrical ex- 
periments that the electric power may be propagated along a smaU 



♦ Sco^e Magazine^ vol. xv., p. 73. The page is headed, " An expe- 
ditious method of conveying intelligence." 
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wire, from one place to another, without being sensibly abated by the 
length of its progress. Let, then, a set of wires, equal in number to 
the letters of the alphabet, be extended horizontally between two 
given places, parallel to one another, and each of them about an inch 
distant from that next to it. At every twenty yards' end let them be 
fixed in glass, or jeweller's cement, to some firm body, both to prevent 
them from touching the earth or any other non-electric, and from 
breaking by their own gravity. Let the electric gun-barrel be placed 
at right angles with the extremities of the wires, and about one inch 
below them. Also let the wires be fixed in a solid piece of glass, at 
six inches from the end ; and let that part of them which reaches from 
the glass to the machine have sufficient spring and stiffiiess to recover 
its situation after having been brought in contact with the barrel. 
Close by the supporting glass let a ball be suspended from every 
wire ; and about a sixth or an eighth of an inch below the balls place 
the letters of the alphabet, marked on bits of paper, or any other 
substance that may be light enough to rise to the electrified baJl ; and 
at the same time let it be so continued that each of them may re- 
assume its proper place when dropped. All things constructed as 
above, and the minute previously fixed, I begin the conversation with 
my distant friend in this manner : — Having set the electrical machine 
agoing as in ordinary experiments, suppose I am to pronounce the 
word Sir: with a piece of glass, or any other eleetrio per se, I strike 
the wire S, so as to bring it in contact with the barrel, then t, then r, 
all in the same way ; and my correspondent, almost in the same 
instant, observes these several characters rise in order to the electrified 
balls at his end of the wires. Thus I spell away as long as I think 
fit; and my correspondent, for the sake of memory, writes the 
characters £is they rise, and may join and read them afterwards as 
often as he inclines. Upon a signal given, or from choice, I stop the 
machine ; and taking up the pen in my turn, I write down whatever 
my friend at the other end strikes out. 

" If anybody should think this way tiresome, let him, instead of 
the balls, suspend a range of bells from the roof, equal in number to 
the letters of the alphabet, gradually decreasmg in size from the bell 
Ato Z; and from the horizontal wires let there be another set reach- 
ing to the several bells ; one, viz. from the horizontal wire A to the 
bell Ay another from the horizontal wire B to the bell B, &c. Then 
let him who begins the discourse bring the wires in contact with the 
barrel, as before ; and the electric spark, breaking on bells of difierent 
size, will inform his correspondent by the sound what wires have been 
touched : and thus, by some practice, they may come to understand 
the language of the chimes in whole words, without being put to the 
trouble of noting down every letter. 

"The same thing may be otherwise effected. Let the balls be 
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puspended over the characters as before, hut instead of bringing the 
ends of the horizontal wires in contact with the barrel, let a second 
set reach from the electrified cable, so as to be in contact with the 
horizontal ones ; and let it be so contrived at the same time, that any 
of them may be remoyed from, its corresponding horizontal by the 
slightest touch, and may bring itself again into contact when set at 
liberty. This may be done by the help of a small spring and slider, 
or twenty other methods, which the least ingenuity will discover. In 
this way the characters will always adhere to the balls, excepting 
when any one of the secondaries is removed from contact with 
its horizontal ; and then the letter at the other end of the horizontal 
will immediately drop frt)m its ball. But I mention this only by way 
of variety. 

** Some may perhaps think that, although the electric fire has not 
been observed to diminish sensibly in its progress through any length 
of wire that htis been tried hitherto, yet, as that has never exceeded 
some thirty or forty yards, it may be reasonably supposed that in a 
fiir greater length it would be remarkably diminished, and probably 
would be entirely drained off in a few miles by the surrounding air. 
To prevent the objection, and save longer argument, lay over the 
wires from one end to the other with a thin coat of jeweller's cement. 
This may be done for a trifle of additional expense ; and as it is an 
eleetrie per se^ will effectually secure any part of the fire from mixing 
with the atmosphere. 

"lam, &c., 

«C. M." 

This is one of the most interesting documents to be found 
in the whole history of telegraphy. The writer was, evi- 
dently, not acquainted with Watson's experiments, or he 
would not probably have suggested insulation by "jeweller's 
cement ; " but the suggestion was an ingenious one. The 
idea which we find of keeping his lines charged with elec- 
tricity, and giving the signals by discharging them, as well 
as that of reading signals by sound of bells, both of which, 
long years afterwards, were brought, with certain modifica- 
tionsj into practice, deserve to be remembered to his credit. 

12. To Lesage,* however, belongs the honour of having 
established, in practice, the first telegraph wire for the tran'=i- 
mission of intelligible signals. His system was almost the 
realisation of the idea of the Scotchman, ** CM." He erected 



Moigno's ** Telegraphie Electrique," p. 59, 
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at Geneva, in 1774, a telegrapli line of twenty-four metallic 
wires, insulated from each otlier. Eacli wire was connected 
at the further end to a separate pith-hall electroscope, and 
corresponded with one of the letters of the alphabet. In. 
this way dny letter could be indicated by bringing to the 
end of the wire a source of static electricity produced by 
friction, which would immediately cause the divergence of 
the pith balls of its particular electroscope. 

18. The electroscope used in these experiments consisted 
tif two small pith balls suspended from a common metallic 
support, by cotton threads or fine wires. It will, without 
further explanation, be evident from what has gone before, 
that in charging the system, shown in equilibrium at a. Fig. 2, 
the two pith balls, having the same 
kind of electricity, would repel each 
other, and assume a position similar 
to that shown at 6 in the same figure. 
This would continue as lofig k6 the 
charge lasted. The balls would in 
course of time, however, approach 
each other again by their own gravity, the escape of their 
electricity into the surrounding air diminishing the repelling 
force. This could, and perhaps was, eflfected by Lesage 
suddenly, by discharging his line as soon as he had given a 
signal ; in other words, by letting the line and pith balls 
reassume a state of electrical equilibrium. 

14. Lomond, in 1787, by the employment of a delicate 
electroscope, and combinations of signals, given by the 
divergence of pith balls, succeeded in transmitting intelli- 
gence with the aid of a single line-wire. 

A short account of this invention is given by Arthur 
Young,* in the following words : — 

'* M. Lomond has made a remarkable discovery in elec- 
tricity. You write two or three words on a paper ; he takes 
it into a room, and tiuns a machine enclosed in a cylindrical 

♦ " Travels In France," vol. i. p. 979, 4th edition. 1787. 
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ease, at the top of which is an electrometer, a small fihe pith 
ball ; a wire connects with a similar cylinder and electrometer 
in a distant apartment ; and his wife, by remarking the cor- 
responding motions of the ball, writes down the words they 
indicate, from which it appears that he has formed an 
alphabet of motions. As the length of the wire makes no 
difference in the effect, a correspondence might be carried 
on at any distance, within Or without a besieged town, for 
instance, or for objects much more worthy of attention, and 
a thousand times more harmless.'' 

16. In 1794 Reusser proposed, in the Magasin de Voigty* 
the construction of a telegraph by means of electrical dis- 
charges passing over the parts of a broken conductor enclosed 
in a glass tube, or by letters formed by spaces cut out of 
parallel strips of tinfoi + + 

pasted on square plates I ^-^ L«««r«^«*- 
of glass. Such letters M ■ *| t^— ^— — | 

are shown in Fig. 8. An CTL-ZIL-- CZlTJZlTi^^ 
electric discharge from *•■ ■■! " ■ | 

the interior coating of a ^ig. s. "" 

Leyden jar being sent, for instance, through the double strips 
of tinfoil, from the end Inarked + to the end marked — con- 
nected with the outer coating of the jar, a spark would pass 
over each of the intervening spaces at the same time, and 
the letter would appear beautifully illuminated in the dark. 
This experiment of Reusser forms to this day a very common 
illustration of tension electricity in lecture-rooms. 

Reusser further suggested to call the attention of the 
observer, at the distant station^ by firing an electric pistol 
by means of the spark. 

16. In Spain, about the same time, Don Silva read a paper 
before the Academy of Sciences of Madrid, on a system of 
telegraphing with a single wire, by means of continuations 
of sparks, said, by the Magasin de Voigt, to have been carried 
out, two years later, with no small success, by the Infante 
* Magann de Vbigt, yoL ix. p. 183. 
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Antonio ; and Betancoort stretched a single line in the air, 
over a space of twenty-seven miles, beween Madrid and 
Aranjuez. He employed a battery of Leyden jars, and re- 
ceived signals by observing the divergence of suspended 
pith balls. 

17. Cavallo was the next who strove to attain the per^ 
fection of a telegraph by means of frictional electricity. In 
1795 he published his ** Traits d*filectricit4," in which he 
gave descriptions of his systems of electric signalling and 
communication. He proposed to transmit letters and nume*> 
rals by combinations of sparks and pauses. His electric 
alarm was based upon the explosion of a mixture of hydro- 
gen and oxygen gases or of gunpowder by the electric 
discharge. 

18. It is necessary here to depart a little from historical 
order, to mention the last and most ingenious invention of 
a telegraph wdrked by frictional electricity; this was the 
invention Of Mr. Ronalds, of Hammersmith. For the pur- 
poses 6f experiment he erected a line, eight miles long, insu- 
lated by silk and dry wood, in his garden, and also buried 
a considerable length of wire, insulated in glass tubes, encased 
in pitch and wood, in the earth. This was in 1828. For 
the following description of the invention we are indebted to 
Mr. B. Highton's* bo6k:— 

Bonalds employed an ordinary electric machine and the 
pith-ball electrometer in the following manner. He placed 
two clocks at two stations ; these two clocks had upon the 
second-hand arbour a dial with twenty letters on it ; a screen 
-Was placed in front of each of these dials, and an orifice was 
cut in each screen, so that one letter only at a time could be 
seen on the revolving dial. The clocks were made to go 
isOchronously ; and as the dials moved round, the same 
Idtter always appeared through the orifices of each of these 
screens. Th^ pith-ball electjfometers were hung in front of 
the dialsi 

• " The Electric Telegraph," by E. Highton, p. 50. 1852. 
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It is evident, therefore, that if these pith halls could he 
made to move at the same instant of time, a person at the 
transmitting station, hy causing such motion in hoth those 
electrometers, would he ahle to inform the attendant at the 




Fig. 4. 

distant Or receiving station Ivhat letters to note do^vn as they 
appeared hefore him in succession on the dial of the clock. 

This was accomplished in the following manner. The 
transmitter caused a current of electricity to he constantly 
operating upon the electrometers, except only when it was 
required to denote a letter, and then he discharged the 
electricity from the wire, and instantly both balls collapsed. 
The distant observer was thereby informed to note down the. 
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letter then visible. In this way letter after letter conld be 
(Jenoted, words spelt, and intelligence of any kind trans- 
mitted. All that was absolutely required for this form of 
telegraph was, that the clocks should go isochronously during 
the time that intelligence was being transmitted ; for it was 
easy enough by a preconcerted arrangement between the 
parties, and upon a given signal, for each party to start their 
clocks at the same letter, and thus, if the clocks went to- 
gether during the transmission of the intelligence, the proper 
letters would appear simultaneously, until the communica- 
tion was finished. The attention of the distant observer was 
called by the explosion of gas by means of electricity from 
a Leyden jar. 

Fig. 4 shows an elevation of the apparatus, in which d is 
an electrical machine, b a pith-ball electrometer, a the screen 
hiding the letters on the dial-plate except the one seen 
through the orifice, p the gas alarm, and e the tube convey- 
ing the wires from the station. 




Fig. 5. t\g. 6. 

Fig. 5 shows the dial ; and Fig. 6 the same with the screen 
before it, and the pith-ball electroscope. 

Too much credit canndt be given to all these men for their 
energy in struggling, with the imperfect means and stnall 
experience at their command, to realise an end which the 
nature of the electricity they employed rendered impossible. 
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And if we can award to none of them the title of the inventor 
of a practical telegraph, we mast, at least, give them credit 
for having fally appreciated its importance, and for having 
dedicated their energies to the accomplishment of the task 
they set themselves, and persevered in the face of many sad 
difficulties and disappointments. 

m. TELEGRAPHS BY VoLTAIC ElECTRICITY. 

19. A new discovery- — that of voltaic electricity — had for 
some years occupied the attention of the scientific world, 
and at the beginning of the present century the thoughts of 
students of electricity were directed to its application for 
the purposes of telegraphy, instead of the unmanageable 
frictional electricity with which they had hitherto had to 
content themselves. 

The first mention we find of this species of electricity is in 
the recital which Sulzer published, in 1767, of the following 
experiment in his "Th^orie du Plaisir." On taking two 
pieces of different metals — silver and zinc — and placing one 
of them above and the other underneath his tongue, he found 
that, so long as the metals did not make contact with each 
other, he felt nothing ; but that when the edges were brought 
together over the tip of his tongue, the moment contact took 
place, and during the time it lasted, he experienced an itch- 
ing sensation) and a taste resembling that of sulphate of iron. 
If he changed the relative positions of the metals^ he expe- 
rienced a different sensation, which he found difficult to 
describe. 

Sulzer supposed that the contact of the two metals occa 
sioned a vibration of their particles, which, acting on the 
nerves of the tongue, produced the taste in question. 

The next to whom chance afforded an opportunity of 
making the discovery of galvanism, but who let it pass with 
as little profit as Sulzer had done, was a studen^t of medicine 
in Bologna. Cotugno, professor of anatomy in Naples, in 
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an article in the '' Journal Enoyclopedique de Bologne " for 
1786, tells as that his pupil was once occupied in dissecting 
a mouse which he held in his hand, when, having touched one 
of the nerves with his scalpel, he felt a shock resembling 
that produced hy electricity.* 

In 1790 Madame Galvani, wife of the professor of anatomy 
at Bologna, heing attacked with a slight cold, her physician 
prescribed her frog broth. Frogs were provided for the pur- 
pose, skinned, washed, and laid upon a table in the labora- 
tory of the professor to await the moment when they were 
to undergo the culinary operation. Whether this operation 
was to be performed in the laboratory, is not said ; it is cer- 
tain, however, that Madame Galvani was there with one of 
the professor's assistants, who was at the moment engaged 
in some experiments with a large electrical machine which 
stood upon the same table. Whenever the assistant, in the 
course of his experiments, took sparks from the conductor of 
the machine, Madame Galvani was astonished to obsetve a 
twitching resembling life in the limbs of the dead frogs. 

This circumstance excited the lady's curiosity in the 
highest degree, and she related her observation to her hus- 
band, who immediately repeated the experiment, and found 
the convulsions return whenever he took sparks from the 
machine.! 

The professor, wh(vwas luckily not more learned ill elec- 
trical science than in some of the other branches of physics, 
was unable to give the explanation of the phenomenon, with 

* <'Essai 8ur THistoire G^nerale des Sciences pendant la E^yolu'^ 
tion FraiKjaise,** par J. B. Biot, p. 9. 

This phenomenon, as related hy Cotugno, made much sensation at 
the time in Italy, and gave rise to a considerahle series of experiments 
hy Yassalli, who conjectured that nature had provided means of 
retaining electricity accumulated in some part of the animal hody. 
These experiments, which were puhlished in 1789, were prohahly 
known to Galvani, who, the following year, took up the same inquiry. 

t " Aloysii Galvani de Virihus Electricit. in motu musculari Com- 
Inentar," p. 2. 
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which he wonld probably have contented himself, and have 
let the matter drop, had he been an experienced electrician. 
Bat he was stmck by the novelty of the new fact, and he 
determined to follow it np. 

Galvani thenceforth prosecnted his studies and experi- 
ments on the electricity of animals, with perseverance, and 
accident rewarded him for his industry by again coming to 
his aid. In his experiments on the electricity of frogs, he 
had occasion to separate the lower parts of the bodies from 
the upper. Having prepared a frog in the ordinary manner, 
on one occasion he remarked that, on hanging it up to an 
iron balustrade of his house, by a hook of copper wire passed 
through part of the dorsal column remaining above the junc- 
tion of the thighs, it all at once underwent a series of lively 
convulsions. 

The professor was more than ever astonished, for there 
was this time no electrical machine to account for the 
appearance, and he was compelled to take refuge in the 
hypothesis of what he called ** animal electricity," supposing 
opposite kinds of electricity to exist in the muscles and 
nerves of the animal. In this hypothesis he regarded the 
muscles and nerves as the charged coatings of a Leyden 
jar. It is worthy of remark and regret that Galvani should 
have so thoroughly mistaken the important part played in 
the affair by the two metals, iron and copper. He regarded 
these, however, only in the light of a compound conductor, 
through which the opposite electricities assumed to exist 
in the nerves and muscles, discharged themselves. 

It is not a rare thing in the annals of science that acci- 
dents, the resxdt apparently of mere chance, have suggested 
experiments which have led to some great discovery. But 
we seldom meet with accidents so favourable to advance- 
ment as those which directed the attention of Galvani 
to the study of animal electricity by a phenomenon of 
electroscopic sensibility in the nerves of a frog ; his for- 
tunate ignorance* which, combined with his ardent imagica- 
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tion, caused him to form hypotheses only excellent because, 
in being stubbornly supported by himself, he added to 
the stock of facts, through his many and varied experiments, 
and occasioned a discussion in which his views were 
successfully refuted by the masterly intellect of Alexander 
Volta. " In der Beobachtung einer anfangs isolirt stehenden 
Erscheinung liegt oft der Keim einer grossen Entdeckung," 
says Humboldt ; * and Galvani found it so, and, drawing the 
attention of the savans of Europe to a phenomenon which, 
although he had not been the first to observe it, was the 
first to busy himself about, deservedly earned his title of a 
pioneer in science. 

20. Immediately after the publication of Galvani's hypo- 
thesis, Alexander Volta, professor of physics at Pavia, 
occupied himself with an inquiry into the causes of the frog 
phenomenon, and was not long in perceiving a want of basis 
in Galvani's theory. With much penetration Volta recog- 
nised the intrinsic elements in the complicated appearance 
which Galvani had discovered, and sought, with success, 
to produce the same by substituting other materials for the 
frogs and other animal bodies. He contended that the two 
metals, copper and iron, in the experiment of Galvani, were 
the real electromotors, and that the muscles of the dead frogs 
only played the part of a moist conductor in completing the 
circuit. Volta was of opinion that the simple contact of 
two dissimilar metals was sufficient to develop electricity, 
and that the strength of the electricity excited depended 
upon the nature of the metals. This was vigorously opposed 
by the partisans of Galvani, who held tenaciously to the 
doctrines of their master, and a scientific war of opinions 
ensued between the schools of Pavia and Bologna, out of 
which Volta came victorious even before he had completely 
verified his sagacious conjectures by experimental proof. 

If the tongue be applied to the conductor of an electric 
machine ^^hich is being turned, an acid or alkaline taste 

♦ " Cosmos," Einleitende Betrachtnngon. 
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TN-ill be perceived according as the conductor is being charged 
with positive or negative electricity. The similarity of these 
results with those obtained by Snlzer was an analogy 
advanced by Volta in support of his contact theory. 

Another theory, and that now very generally accepted, 
was first suggested by Fabroni, and is known^ in contradis- 
tinction, as the chemical theory. This theory regards 
chemical decomposition as necessary to the development of 
the voltaic current. 

A discussion of the arguments advanced in support of 
these two theories would be out of place hero; but we 
shall discuss them in the second volume of this work. 
The German physicists for the most part hold out for 
the contact theory, whilst the French and English generally 
accept the chemical as the most rational, and as that affording 
the most satisfactory explanations of known phenomena. 

21. Volta, in 1800, wrote a letter from Como to Sir 
Joseph Banks, President of the Eoyal Society in London, 
stating that he had found a means of augmenting, at 
pleasure, the development of galvanic electricity. This he 
had accomplished by placing upon a plate of glass first a 
disc of copper, then on this a disc of zinc, and over these a 
similar sized disc of damp cloth ; and by continuing to pile 
np discs of these materials, in the same order, copper, zinc, 
cloth, until he had a sufficient number. He then connected 
wires to the lower and upper plates. 

22. This apparatus is known as the Voltaic pile.* Its 
properties are concisely st-ated as follows : — 

1st. It communicates a charge of positive electricity to 
a condenser in connection with the wire attached to the last 
zinc disc, when the last copper disc is connected with the 
earth. 

2nd. It communicates a charge of negativre electricity to 
the condenser when the poles are reversed, that is to say, 

• The more recent forms given to the pile, as at present employed 
in telegraphy, are explained in the second volume. 

Digitized by LjOOQ IC 



20 THE ELECTRIC TELEGRAPH. 

when the zinc of the npper part is pat into contact with the 
earth, and the condenser with the copper disc at the bottom. 
These experiments may be repeated ad infinitum even after 
the pile has been mounted some hours, provided the cloth 
retains some moisture. 

3rd. It produces chemical effects with an energy propor- 
tional to the number of elements accumulated. 

The zinc disc which forms one of the extremities of the 
pile, being that which, in communication with the condenser, 
gives a positive charge, has been called the positive pole, and 
the copper plate at the bottom of the pile the negative pole. 

23. Immediately after the receipt of Volta*s letter, by the 
President of the Royal Society, a pile was constructed on this 
principle by Mr. Nicholson (the conductor of Nicholson's 
Journal) and Sir Anthony Carlisle* A drop of water beings 
on one occasion, used by them to make a good contact 
between the conducting wire and a plate of metal with which 
they were experimenting, Carlisle observed a disengagement 
of gas from it. Further experiments discovered very shortly 
the decomposition of water by the electric current. Thus 
wad & fortunate accident once more on the stage in pro- 
moting electrical discovery, and this time the magnificent 
investigations of Humphrey Davy were the result. 

24. In the year 1808, Herr S. T. Sommering, a siirgeoti, 
communicated to the Munich Academy of Sciences his inven- 
tion of a system of telegraphing based upon the discovery of 
the British chemists, Nicholson and Carlisle,* that water is 
decomposed into its constituents of oxygen and hydrogen by 
the voltaic current. 

At the station which was to receive signals were arranged, 
in a narrow vessel of water, thirty-five glass tubes, each con- 
taining a gold point, twenty-five marked with letters of the 
alphabet, nine with numerals, and one with a zero. From 
each point an insulated wire was led to a metal terminal at 
the transmitting station. 

* " Galvanieia," by Sir W. S. Harris, p. 35. 
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To send a signal it was only necessary to bring the two 
poles of a voltaic pile to two of the terminals in question. 
The current passing from one terminal traversed its line wire 
to the voltameter at the receiving station, where it passed 
between the gold points corresponding to the terminals 
touched by the poles, and returned through the other line 
wire to the terminal of the other pole of the pile. 

In doing this, bubbles of hydrogen appeared at the gold 
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ABCDEFGHIJKLMN0PQR8TUVWYZ1 234667890 
Fig. 7. 

point in communication with the positive pole, and bubbles 
of oxygen at the other one. Thus two signals were given 
simultaneously, to which that of the hydrogen took prece- 
dence. When it was desired to indicate only one letter, the 
positive pole of the battery was brought in connection with 
zero, and the negative with the letter to be transmitted. 
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The connection wires were well insulated, and, at a little 
distance from the transmitting terminals at one end, and 
from the voltameters at the other, were bonnd up in the 
form of a cable. Sommering proposed to call the attention 
of the receiving station by liberating an alarm by means of 
accumulated gas. 

Fig. 7, a copy of that given by Sommering in his descrip- 
tion of this telegraph will illustrate the foregoing, a a is a 
sectional view of the glass reservoir, a b c .... 8 9 are 
the thirty-five gold points of the voltameter arrangement, 
passing through the bottom of the glass reservoir. The 
lower ends of the thirty-five gold points were soldered to 
copper wires insulated with silk, passing through the tube e 
of glass or porcelain to the transmitting station. Here the 
wires, marked with the respective letters and numerals, were 
insulate^ on a wqoden support, k k. The ends of the termi- 
nals were furnished with holes, i, to receive the poles b and 
c of the voltaic pi}e p n. 

The construction of this telegraph — the first in which 
voltaic electricity was employed — ^involved an outlay which, 
in conjunction with the slowness of working, would have 
prevented its commercial utility even if the science had not 
advanced by any of those astonishing strides which marked 
its progress a few years afterwards. The idea of a practical 
telegraph was, howevey, too new not to meet with the oppo- 
sition which good inventions almost invariably enjoy in start- 
ing intp life. That his telegraph did not come to be of 
public use cannot lessen, nevertheless, Sommering' s credit 
of having been the first who showed how important the 
discovery of voltaic electricity might become in the service 
of the telegraph. 

25. An improvement on the system of Sommering was 
published by Professor Schweigger, of Erlangen, in an ap^ 
pendixto his memoir of Sommering. He suggested that, for 
the alarm, it would be possible to employ a pistol by the con- 
nection of a battery to the pile. In addition to this, he 
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proposed to diminish the number of wires used in Som- 
mering^s telegraph to two, by using two galvanic piles of 
unequal power, so that the amount of gas given off in a 
certain time by the one battery would be much more than by 
the other, and, by varying the time of development of the gas 
and of the intervals, he proposed to form a code of signals. 

26. About the same time that Sommering invented his 
telegraph, the same system was suggested by Professor Coxe, 
of Pennsylvania, and described by him in a paper published 
in Thomson's *« Annals of Electricity," 1810. Coxe had 
the idea also of telegraphing by means of the decomposition 
of metallic salts. His systems were, as he described them, 
considered, however, impracticable. 

lY. Telegbaphs by Electbo-Magnibtism and Magneto* 
Electbicity. 

27. The power of lightning to weaken the magnetism of 
the compass needle, and even sometimes to reverse its polarity 
for a long time, suggested the suspicion of a near relation 
between electricity and magnetism. The discovery of the 
power of a galvanic current to deflect a magnet needle, as 
well as to polarize an unmagnetized one, were known to, 
and described as early as 1804, by Professor Izam, in his 
"Manuel du Galvanisme.** The paragraph which especially 
refers to this subject is headed " Appareil pour reconnaitre 
Taction du galvanisme, sur la polarite d*uno aiguille 
aimantee." * After explaining the way to prepare the appa- 
ratus, which consists simply in putting a freely suspended 
Ddagnet needle parallel and close to a straight metallic con- 
ductor through which a galvanic current is circulating, he 
describes the effects in the following words : **D'apresles 
observations de Romagnesi, physicien de Trente,raiguille d^a 
aimantee, et que Ton soumet ainsi au courant galvanique, 

• " Manuel du Qtdvanisine," etc., par Joseph Tzam. Paris, 1804 
The copy was kindly lent vlb by Mr. Latimer Clark, from his valuable 
Hlirary of electrical works. 
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eprouve une d6clinaison ; et, d'apres celles de J. Mojon, savaDt 
chimiste de Genes, les aignilles non-aimant^es acquierent, par 
ce moyen, une sorte de polarite magnetique." 

To Bomagn6Bi, physicist of Trent, therefore, and not, as 
is generally believed, to Oerstedt, physicist of Copenhagen 
(who first observed, in 1820, the phenomenon of the de- 
flection of a magnet needle by a voltaic current), is due the 
credit of having made this important discovery. Little was 
known about it, however, until Oerstedt repeated the experi- 
ment, and no use was made of it until Ampere, in Paris,.found 
the law by which this influence was governed, and which he 
briefly expressed as follows : — 

'* Imagine a human figure in the direction of a conductor 
through which a positive current is flowing upwards, the 
figure will have the north pole on the left hand if its face be 
turned towards the needle/' 

Thus, if a positive current pass along the upper wire in 
the annexed figme (Fig. 8) from a towards b, the magnetic 



a' ^^ ^^ y 

rig.8. 
needle n Sj suspended in its neighbourhood, will be deflected, 
and t^e up a position indicated by the dotted line n s, at 
nearly right angles tq the wire, When the current is re- 
versed the poles will be deflected in the other direction, the 
pole n being where a is, in the figure. It will become 
evident on regarding th^ figure also that, if a similar current 
pass in the lower ypie from b' to a , it must produce the 
sam^ m{|.gnetic direction upon the needle as a current in the 
upper wire would from aio b. In the case of the upper 
wire the observer's head is supposed to be near b, and his 
feet near a, the current passing upwards in the direction of 
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ilie arrow, and the north pole is fannd on his left hand 
when he feces the needle. In the case of the lower wiro, 
however, the direction of the current is reversed, and the 
position of the observer must be supposed to be reversed 
also — ^head at a', feet at H. While he faces the needle the 
north pole is stDl found on his left hand. When currents 
pass, therefore, in both wires at the same time in opposite 
directions, they act in the same sense on the magnetic needle 
N s, and, other things being equal, their combined force is 
double that of a single wire. The same would be reached 
by joining h and h* by a wire, and letting a current of equal 
strengiJi pass from a to &, &', and a'. 

28. Professor Schweigger, of Halle, the same who sug- 
gested improvements of Sommering's telegraph, soon after 
the publication of the law of el^trg-magnetism by Ampere, 




i^v^IIt^4 ^ apparatus made by coiling a wire s^v^ral times 
roi^4 a magnetic needle, and foun^ that the deflecting 
forpe increased with the number of turns. Such an apparatus, 
palled an electro-magnetic multiplier, is shown in Fig. 9. 
Xt has since become 6ne of the mo^t essential instrument^ 
for the measurement and indication of galvanip electricity. 

29. The brilliant discovery of electrp-magnetism wat^ 
speedily followed by attempts to employ it fpr the telegraph, 
which made, from this time, gigantic progress towards it^ 
present state of perfection. 
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The idea of snbstitating magnetic needles suspended in 
multipliers of wire in place of the voltametres of Sommeiing 
seems first to have occurred to La Place, and to have been 
warmly seconded by Ampere, who explained it in a paper 
read before the Academy of Sciences at Paris, in October, 
1820.* 

He says that by means of the same number of magnetic 
needles and line wires as there are letters of the alphabet, 
and with the help of a voltaic battery whose poles could be 
brought in connection, one after the other, with the ends 
of the wires, a telegraph might be produced by which all 
possible communications might be made to a person at a 
distance off, who was charged to observe the needles. If 
a keyboard whose keys were each marked with a letter of 
the alphabet were adapted to the battery, so that on pressing 
down the key of any letter the circuit corresponding to that 
letter would be closed, correspondence could be carried on 
with ease, and would require only the time necessary to press 
down the keys at the one station, and to read off the letters 
from the deflected needles at the other. 

This telegrapji, as imagined by Ampere, was, however, 
doomed to the same fate as that of Sommering, of never 
coming into practice, and for the same reasons, principally 
the number of line wires. Had Ampere combined his 
system, or rather that of La Place, with that which 
Schweigger proposed of reducing Sommering's telegraph to 
two wires, or with any other using a code of signals, the 
problem of the electric telegraph would have been solved 
from the year 1820. 

Two years later, Fechner, of Leipsig, proposed the sim» 
plification of this telegraph to two wires and a single magnet 
needle, the deflections of which, to the right or left hand, 
were to supply the elementary signals for the construction pf 
an alphabet. But two serious inconveniences — the irre- 
gularity of the batteries, and, above all, the rapid decrease 
* '* Annales de PhyBique et de Chemie," vol. zy. p. 72. 
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of their intensity — only permitted the appKcation of this 
great idea on a small scale. 

80. Ritchie, however, carried out a really excellent modi- 
fication of Ampere's invention hy encircling thirty magnetic 
needles with coils of wire ; each needle being furnished with 
a small screen, so that when it was unaffected by a current, 
the screen covered over a letter, of the alphabet, which was 
exposed as soon as the needle was deflected. This telegraph 
was first exhibited in public, some years later than the date 
of its invention, by Mr. Alexander, of Edinburgh. He 
divided his thirty wires into twenty- six letters of the alphabet, 
three signs of punctuation, and an asterisk for indicating the 
end of a word, The return circuit was formed by a single wire . 

81. In 1825, Mr. Sturgeon, of London, discovered that 
when a soft iron bar is surrounded by a helix of wire, through 
which a galvanic current ia passing,. it acquires magnetism, 
which lasts o^ly as long as the current 
continues in the coil. In this way he 
constructed spme powerful magnets. A 
form which he made, and which ac- 
quired an immense lifting power, is 
shown iA Fig. IQ. For this purpose, 
pieces of soft irpn weJre bent in the 
form of a hor^e-shoe, round the horns 
of which he wound spirally a length of ^« lOf 

well insulated copper wire. One end of the magnet so 
arranged became a north pole and the other a south pole if 
the spiral wire were wound in the same direction throughout, 
supposing the horse-shoe to be bent straight. 

The positions of the poles depend, of course, upon the 
direction in which the spirals are wound, and upon the 
direction in which the current traver^ps them, according to 
the same law as tha,t by which An^pere expressed the posi- 
tions of the poles of deflected magnets. 

In the coil, Fig. 11, for example, the positive current 
descending between the pibsprver and the soft iron bar. 
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the spiral being right-handedy the north pole wotdd be 

on the right hand of 
the observer. 

In order to increase 
the power of electro- 
Fig. u. magnets, the wire has 
to be wound several times round each of the horns. 
This is generally done by means of bobbins which can 
be removed at pleasure. Such magnets have been made 
with iron cores 8 inches and more in diameter, and over a 
foot in length, which have carried nearly a ton weight. It 
is strange that this discovery, which haa since proved so 
important, in practical telegraphy, was not made use of in 
any system until some years later. 

82. The next important step towards the perfection of 
present telegraphy was that made in 1882 by Baron Schilling 
von Cannstedt. In some of the accounts of his system we 
read that it consisted of a certain number of insulated plati- 
num wires united by a silk cord, which set in motion, by 
means of a sort of piano, five magnetic needles placed in a 
vertical ppsition "vvithin coils of wire. According to oiiier 
accounts, he employed only one magnetic needle and mul- 
tiplier, with twQ leading -v^ires, as proposed by Fechner, and 
was enabled by means of a combination of the deflections 
of this needle to the right and left, by changing the poles 
of the battery at the ends of tlie wires, to give all the 
signals necessary for t^ complete correspondence. His call 
signal was given by means of an ajftrm consisting of a bell 
in connection -v^th ^ clockwprk, 'V^Woh was released by the 
deflection of a magnet. Schilling executed models of his 
apparatus, which were exhibited before the Emperor 
Alexander, and still later ]>eipTe Nicholas. He, however, 
unhappily died before carrying out his invention in practice. 
The probability is that he suggested both the systems of five 
and single needle instruments, the latter as an improvement 
on the former ; but his constructions appear to have been of 
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a comj^eated nature, imd therefore ansnitable for practical 
use. 

33. We owe to the enterprising genius of Michael Fara- 
day the two discoveries not less important in physics than 
nsefol in relation to the telegraph — volta-electrie induction, 
and magneto-electricity. 

These were no chance discoveries ^ alid in this they differ 
from those made by Galvani, who stumbled over his pheno- 
mena ; they were results of profound consideration ; Faraday 
anticipated his discoveries, advanciiag Systematically towards 
them step by step; He says, in his '< Experimental 
Researches,*** " Certain effects bf the induction of electrical 
currents have already been recognised and described ; as 
those of magnetism ; Ampere's experiments of bringing a 
copper disc near to a flat spiral ; his repetition, with electrb- 
magnets, of Arago's extraordinary experimidnts, iind perhaps 
a few others. Still it appeared unlikely that tkese cbuld be 
all the effects which induction by currents could produce. 
; . . . These confedderations, with their consequence, the 
hope of obtaining electricity from ordinary magnetism, have 
stimulated me at various times to investigate experimentally 
the inductive effe<its of electric currents. I lately arrived at 
positive results, and not only had my hopes fulfilled^ but 
obtained a theory which appeared to me to open out a, full 
explanation of Arago's m&ghetic phenomena, ulnd alsb to 
discover a new state which miay prbbably have great in- 
fluence in some of the mdst important effects of electric 
currents." 

The first successful experiment of Faraday was made with 
208 feet of copper wire, coiled in one length on a wooden 
bobbin, and a similar length interposed on the same bobbin 
between the turns of the first coil. The wires were insulated 
from each other by twine. The ends of one of the coils were 
connected to ihe two ends of a multiplier with a finely sus- 
p^ded magnetic needle — ^a galvanometer ; and the ends of 
* " Bxperimental Researches in Electricity," 1st series, vol. i. p. 1. 



Digitized by 



Google 



30 THE ELECTRIC TELEGRAPH. 

the other coil with a battery of one hundred pairs of fonr- 
inch square plates with double coppers. When contact was 
made with the batterer, there wais, says Faraday, a sadden 
and very slight effect at the galvanometer, and there was 
also a similar slight effect when the contact with the battery 
was broken. But during the continuance of the voltaic 
current through the one helix, no galvanometer appear- 
ances, nor any effect like induction upon the other helix, 
could be perceived. 

Faraday began these experiments in 1881, and continued 
them during following years. He found that not only 
were currents induced in helices by induction of others in 
their neighbourhood, in which currents were passing, but 
that on inserting the end of a permanent magnet into the 
middle of a helix of wire^ a current of electricity was gene- 
rated whose direction depended upon the pole inserted and 
the end, of the spiral with regard to the direction of its 
windings. He says, ** If such a hollow helix as that described 
be laid east and west, or in any other constant position, and 
a magnet be retained eaist and west, its marked pole always 
being one way, then, whichever end of the helix the magnet 
goes in at, and, consequently, whichever pole of the magnet 
enters first, still the needle is deflected the same way : on 
the other hand, whichever direction is followed in withdraw- 
ing the magnet, the deflection is constant, but contrary to 
that due to its entrance." 

In the month of October, 1832, Mr. Samuel F. B. Morse, 
an American artist of celebrity, whilst on his homeward 
voyage on board the S.S. Sully, from France to the United 
States, developed the idea of constructing an electric tele- 
graph. Much dispute has arisen in America as to the 
authorship of the idea, whether it originated with Mr. Morse 
or with a Dr. Jackson, who was a fellow-passenger on board. 
The legal as well as the popular verdict has, however, been 
given in favour of Mr. Morse, who for a long period has 
ei^joyed his patent rights in the invention of an apparatus 
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which has become the most practical, simple, and most uni- 
versal of any used in telegraphy. Onr limited space will 
not allow us to enter into the details of the celebrated case, 
** Jackson v. Morse,'' but we may, nevertheless, state con- 
cisely the impression left upon our minds after the perusal 
of the evidence pro and con,, which was kindly placed in 
our hands by Professor Morse. 

A conversation appears to have been started amongst the 
passengers on boatd the S.S. Sully, upon the subject of elec- 
tricity and F]^nklin's experiment of transmission of it along 
a suspended wire. This led i6 the inquiry if it would not 
be possible to apply it to the communication of intelligible 
signals; to which Dr. Jackison says he answered in the 
affirmative, suggesting, at the same time, the possibility of 
effecting this — 1st, by the observation of the spark diid to 
'extra current on breaking the galvanic circuit at any poiiit ; 
2nd, by the perforation of paper, if interposed between the 
disconnected wires (I); and 8rd, by the decomposition bf 
saline compounds, to produce colours upon the paper. So 
far we see neither reason nor evidence why Dr. Jackson 
should not have the credit of these suggestions, thd last of 
which gives him a fair title to the priority in the invention 
of chemical telegraphy. Dr. Jackson had with him on 
board an electro-magnet and two galvanic elements, which 
were, hdwever, stowed away with his luggage between decks, 
and this prevented him getting at them during thi9 voyage. 
Dr. Jackson says, however, that he described them to Mr. 
Morse, and gave him rough sketches of them. There is 
nothing improbable in this, and, indeed, it is just that which 
would most naturally occur — ^the allusion to the absolute pos- 
session of instruments so intimately connected with the subject 
of general consideration on the one side, and tiie desire to 
have sketches which aided the comprehension,, on the other. 

The description of this electro-magnet and of its properties 
undoubtedly suggested to Morse, either then or afterwards, 
tile idea of employing it for a telegraph ; but we can find 
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no shadow of evidence, beyond the mere assertion of Jack* 
son, that he it was who proposed it to Morse. Dr. Jackson 
— ^who possesses an unenviable repntati<m in America for 
setting up claims to other people's inventions — in his state- 
nienis made in 1887* and in 1850, t is gnilty of considerable 
self-contradictidn, and only in the latter does he even allude 
to ike employment of An electro-magnet. Apart from this 
gentleman's equivocal character and conduct, we do not see 
anything remarkable in the fact that he should have con- 
si<iered himself entitled to some participation in the credit 
arising frdm the invention bf a telegraph in America. Two 
men came together. A seed- word, sown, perhaps, by some 
purposeless remark, tdok root in fertile soil. The one, 
profiting by that which he had seen and read of, made 
suggestions, and gave explanations of phenomena and con- 
structions only imperfectly understood by himself, and 
entirely new to the other. The theme interested both, and 
became a subject of daily conversation. When they parted, 
the one forgdt or was indifferent to the matter, whilst the 
other, more in earnest, followed it up with diligence, toiling 
and scheming ways and means to realise what had only 
been a dream common to both. His labours brought him to 
the adoption of a method not discussed between them, and 
Morse became the acknowledged inventor of a great system. 
Fame and fortune smiling upon the inventor, it was natural 
enough that Jackson, awakening from his unfortunate indo- 
lence, should remember his share in their earlier interchange 
of ideas, that had, perhaps, first directed Morse's attention 
to the subject of telegraphy. And, although we are com- 
pelled to pronounce dishonest those attempts which Jackson 
made to claim the later and proper invention of Morse — ^that 
of the electro-magnetic recorder — ^and strong as is our con- 
fidence in the spotless integrity of our friend, we cannot 
entirely ignore Jackson — ^little as he has done — ^nor deny 

* Letter of Dr. Jackson to Prof. Morse, 7th November, 1837. 

t Jackson's evidence in the case of ^* Smith v. Downing," in 1850. 
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him an inferior place amongst those men whose names are 
associated with the history and progress of the electric 
telegraph in America. 

84. In 1883, 6chilling*s proposition df the manner of 
giving signals with a sin^e needle was caiti^d out in a 
more complete form hy the Gottingen physicists, Gauss and 
Weber. Their telegrs^h consisted of a single mflgnetic 
needle surrounded by a multiplier of wire, the needle being 
moved, however, by magnetd-electricity instead of galvanism. 
This was the first Employment df Faraday's discdvery in the 
service of telegraphy. 

We read, in relation to this telegraph, in a report of the 
magnetic observations of these physicists,* the follovdng : — 

'' There is, in cdnnection with these arrangements, a great 
and until now, in its way, novel project, for which we are 
indebted to Professor Webei". This gentleman erected, 
during the past year, a dduble-wire line over the houses of 
the tovTn (Gottingen) j from the Physical Cabinet to the 
Observatory, and lately a continuation from the latter build- 
ing to the Magnetic Observatory. Thus an immense galvanic 
chain (line) is formed, in which the galvanic current, the 
two multipHers at the ends being included, has to travel a 
distance of wire of nearly 9,000 (Prussian) feet. The line 
wire is mostly df cdpper, of that known in commerce as 
*N6. 8,* of which one metre weighs eight grammes. The 
wire of the multipliers in the Magnetic Observatory are of 
copper^ * No. 14,* silvered, and of which one gramme 
measures 2*6 metres. This arrangement promises to offer 
opportunities for a number of interesting experiments. We 
regard, not without admiration, how a single pair of plates, 
brought into contact at the further end, instantaneously com- 
municates a movement to the magnet-bar, which is deflected, 
at once, for over a thousand divisions of the scale." 

And further on, in the same report : — 

*' The ease and certainty with which the manipulator has 
• " Pogg. Ann.," 32, p. 668 ; and « Dingler'i Jounud^" 66^ p. 894. 

C3 
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the direction of the current, and therefore the movemerit 
df the magnetic needle in his command, hy means of the 
communicator, had, a year ago, suggested experiments of 
an application to telegraphic signalling, which^ with whole 
words and eren short sentences, completely succeeded. 
There is no doubt that it would be possible to arrange an 
uninterrupted telegraph communication in the same way 
between two places at a considerable number of miles' 
distance frdm each other." 

The purpose of setting up this aerial line was not for the 
study of telegraphy, nor for the perfection of telegraph 
apparatus ; but to enable these physicists to institute in- 
quiries into the laws of the intensity of galvanic currents, 
under different circumstances, on a large scale. At the 
same time the lines were used for regulating the clocks at 
the Cabinet de Physique and observatories ; and in this 
capacity the lines were used uninterruptedly between 1888 
and 1844, when a stroke of lightning destroyed them; 

The telegraph apparatus consisted of three parts : — 

1. The apparatus for production of the currents ; 

2. The receiving instrument ; and 

8. The commutator, or instrument for reversing the 
currents. 

The arrangements used by Gauss and Weber for the 
production of magneto-electric currents at the transmittihg 
station consisted of two or three large bar magnets, n s, 
Fig. 12, each weighing 25 lbs., fixed together vertically, with 
their similar poles in the same direction, dn a stool pp. A 
wooden bobbin, a a, supplied with handles, b b, and wound 
with more than one thousand turns of insulated copper wire,* 
rested on the stool and around the upper ends of the magnet, 
so that, on lifting up the bobbin by the handles, a current 
would be induced in the coil in one direction ; and on 
lowering it again, a current would traverse the coil in the 

* In the apparatus constructed at a later date by Ghiuss and Weber 
they increased the xiumber of turns to seyeii thousands 
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opposite direction. The ends -f- and — were connected to 




Fig. 12. 

the conimtitatbr) and thence to the line wires; The coil, a a, 
was called the indnctor. 



"^^ 




Fig. 13. 

The receiving instrument placed at the distant station is 
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represented in Fig. 18. It consists of a large coil or mnlti« 
plier, m m, of insulated copper wire, on a copper frame, the 
ends -f and — being in connection with the line wires. 

A permanent steel magnet, m m, 18 inches long and 
8"' X ^"' transverse section, was suspended in the middle 
of the multiplier by a number of parallel silk fibres from the 
ceiling of the room. 

To enable the observer to read off with care the small 
deflections of the magnet, a mirror, k, was affixed to the 
shaft, E, carrying the magnet, in which was seen, through a 
telescope, b, at a distance of 10 or 12 feet, the reflex of a 
horizontal scale, s s. 

The commutator, introduced for directing the eibrreiits iii 
one direction or the other through the line, consisted of ant 
arrangement for bringing two points alternately in commu- 
nication with two others. Let a and c, Fig. 14, be two 
points in connection with the two poles of a battery, or other 
electromotive system, and b and d the ends of any other 
circuit ; if the m:etal bars, e and /, be pressed upon the ends, 
a b and c d respectively, the current will pass in the direc- 
tion B+a e fcBd/c — B. But if the bars, e and /, be 
removed from these positions and placed at right angles, 
that is to say, e between b and c, and / between a and d, as 
shown by the dotted lines, the current will go through 
B + a d E (in the opposite direction) be — b. 

On lifting up the coil a a. Fig. 12, from the stool to the 
top of the vertical magnet-bars, a cilrrent was induced in the 
wire encircling them. This current t)assed by the commu- 
tator, placed, as in Fig. 14, frOm a to 6, through one of the 
line wires and the multiplier b of the receiving station, 
deflecting the magnet for an instant in dne direction, and 
i^etumed by the other wire over c and d of the commutator. 
When it was wished to deflect the needle of the receiving 
instrument in the opposite direction, this was attained by 
simply lowering the coil a a again to its original place, and 
the observer at the receiving station read off one deflection 
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to the right, for instance, and one to the left. Bat, in con- 
structing a code of signals, it was necessary that two or 
more deflections to the right or left should frequently follow 
each other. This was done by means of the commutator. 
Thus, on lifting the coil a a, if we suppose a deflection of the 
magnet was produced to the right, by reversing the coromu- 
tator and then lowering the coil again, anotiier deflection in 
the same direction would be observed. To produce a third 
deflection in the aiime direction it would be necessary, evi- 




Tig. 1 

d^ntly, to reverse the commutator again before raising up 
the inductor. After this fashion Gauss and Weber were 
enabled, by an ingenious combination of deflections to the 
right and left, to form the following alphabet and nume- 
rals with a maximum of four elementary signals in a 
letter : — 



r r= a 


jrrr ^=t:ik 


Irl = ni 


Irrr = w 


llrr = 4 


f= e 


Tti-d 


rU==ii 


rrU = z 


mr==5 


rr =: i 


fir =:/i V 


rrrr = p 


rlrl = 


llrl = 6 


rl = 


Irr :±ig 


rrrl = r 


rllr = 1 


IrU = 7 


lr=:u 


m = h 


rrlr = i 


lrrl = 2 


rKZ = 8 


U = b 


Ur^l 


rlrr==\ 


Mr = 8 


m = 9 



r represents the swing of ike north pole of the magnet 
towards the right, and I the swing of the same pole towards 
the left, of the magnetic meridian. 
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Yarious lengths of tlie pauses between the signals indicated 
the conclusion of words and sentences. 

The copper frame around the needle was necessary in order 
to prevent the great number of oscillations which the magnet 
would have made across the meridian had no such check 
been introduced. The checking action of a mass of metal 
in the vicinity of an oscillating magnet was discovered by 
Arago, and has been described by Sir William Snow Harris,* 
in whose experiments the oscillations of a freely-sus- 
pended magnetic needle were reduced from 420 without a 
damper, to 14 with a damper of copper surrounding the 
needle. 

In the case of the magnet used by Gauss and Weber, its 
mass and the minuteness of the angle which was necessary 
for the deflection to be read off with the aid of the telescope 
and mirror must have assisted materially in bringing it back 
to the meridian line. 

85. Gauss and Weber's line, as has been said, was 
erected between the Physical Cabinet and the observatories 
of Gottingen for other than telegraph purposes. It was for 
this reason that Gauss,- unable to afford the time necessary 
to perfecting the system, which he believed capable^ with 
modifications, of leading to brilliant results, requested Pro- 
fessor Steinheil, of Munich, to simplify the apparatus and 
endow it with a practical application. The perfection to 
which this ingenious inventor brought Gauss and Weber's 
telegraph has rendered it as much or more his than theirs. 
He studied thoroughly the subject of magneto-electricity ^ 
and made experiments, discoveries, and suggestions wliich 
have earned for him the haine of the founder oi electro- 
magnetic telegraphy. 

A description of this telegraph by its inventor is to» be 
found in Dingier' s Journal, 70, p. 292. 

It consists principally of tlire^ parts — the inductof , the 
deceiving apparatus, and the line. 

• « Magnetism," p. 68 ; « Phil. Trans.," 1831^ pidrt I. 
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The componnd permanent magnet employed by Steinheil 
in his apparatus consisted of seventeen horse- shoe magnets, 
weighing together 60 lbs. » capable of lifting about five times 
its own weight. Two induction coils, of together 15,000 
convolutions of insulated copper wire, turned on an arbor, 
and presented in rotation the a^es of the coils to the poles 
of the magnet, so that when one coil was under the north 
end of the magnet, the other would be under the south 
end. The commutator in connection with these coils was 
so constructed that, in turning them from right to left, the 
alternate currents, or all those going in one direction only, 
passed through the line, and, on turning them backwards 
or from left to right, only those currents in the opposite 
direction were let into the circuit, the others being cut off. 

Steinheil was careful to admit his currents for the shortest 
possible space of time, and for this purpose allowed the 
contact springs of his commutator to make contact with the 
lines only at the moment when the induced current was at 
its maximum. Fig. 15 represents the contact plate to which 
the leading wires from the receiving station were connected. 
The contact springs to which the ends of the wire coils 
were attached travelled in the white annular spaces, and 
made contact only at a and h^ whilst in every other position 
the circuit was interrupted. 

The receiving apparatus consisted 
of an oblong coil of wire or mul- 
tiplier of 600 turns, in the centre of 
which were supported, on vertical 
axes, two magnetic needles, their 
neighbouring ends having opposite 
magnetic polarity. Fig. 16 gives a 
verticali and Fig. 17 a horizontal sec- ^' ^^ 

tion of this instrument, a 6 is the coil of wire ; n s and n s, 
the magnet needles, turning on the axes m and m\ and carrying 
on their neighbouring ends brass continuations with small ink 
reservoirs, c c\ These reservoirs were furnished with capil-^ 
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lary tubes and filled with printers* ink, so that on coming in 
contact with the strip of paper travelling before them they 
each printed a dot. Two plates, h h\ prevented the needles 
from being deflected in the direction opposite to that in 



Ji«..JL0. 




which they were to print, as the deflection by the current 
would otherwise have caused them to swing, and perhaps 
mark the paper, not only when responding to signals, but 
also when oscillating. 

By means of the plates, therefthre, a current sent through 
the coil deflected only one oif the needles at a time, the 
other being held back ; and on the current being changed, 
the reverse took place — ^the dther needle only being de- 
flected. Thus the signals on the paper were recorded in 
two lines — those to the right marking the deflections in that 
direction, and those on the left indicating the left-hand 
deflections. A paper strip was kept in uniform motion by 
means of clockwork, which, whenever a mark was madcy 
moved the paper onwards, leaving a blank space before the 
next signal. These signals were necessarily only dots, 
because induction currents are only of momentary duration. 

Much nicety was required in obtaining magnets of exactly 
the right size. They could not, for example, be latge, 
because their inertia would have been too great ; nor too 
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small^ because their mechanical force would not ha^e been 
great enough to have effected the printing. Two small per- 
manent magnets in the rear of the printing needles retarded 
"^eir inclination to be deflected when not under the influence 
of cnrremts. 

The letters of the alphabet were constructed from com- 
binations of, at most, four of the dots given in succession by 



the pointers of the two printing needles. 
arranged by Steinheil as follows : — 



They were 



A . . . . 


• 
• • 


L . . . 


• 
•• 





••4 


B . . . 


••% 


M.. . 


* ••• 


1 . . . , 


• 


C,K . . 


• 
• • 


If . . . 


•# 


2 


V 


D . . . . 


# 
• 


. . . 


* ••# 


3 . . . 


•• • 
• 


E . . . . 


• 


P... 


•••• 


4 . .• 


••• 
• 


F 


• • 
# 


JUr • « • 


•• 


6 .. . 


•... 


G . . . . 


• # 
• 


B • • • 


..•• 


6 . . , 


• 
* • •• 


H. .. . 


•#•• 


T. ., 


• 
• • 


7. . . 


• 
* •• • 


Ch. . . 


' •••• 


xr,v . 


• # 
• 


8 . . . 


• 
' ••• 


Sdi . . 


• • 


w . . 


•• 


9 . . . , 


•• 
• 


J . . . . 


• 


z . . . 


•• 






Messag 


^es were 


sent with this apparatus at the 


rate of 



ninety-two words in a quarter of an hour,* or over six words 
per minute. 

The line wires completed in 1887 were in three parts. The 
first included a length of 80,500 feet, erected in the air a 
few inches over the roofs of the houses between the Boyal 
Academy of Munich and the Observatory at Bogenhausen. 
The weight of this section was about 200 lbs. The greatest 
span between two poles was 400 yards. The second section 
of the line connected the residence of Professor Steinheil 
with the Observatory in the Lerchenstrasse, — there and back 
• " Dingler'a Journal," 67, p. 370. 
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a length of 2,000 yards ; and the third section, a length of 
about 400 yards, connected the Academy with the workshop 
of the Physical Cabinet. 

86. When experimenting on the Norenborg and Fuerther 
Eailway, to ascertain if the rails could not be made use of 
as lines for the service of a telegraph, Steinheil made the 
important discovery that the earth might be used as part of 
the circuit of an electric current. This discovery, which 
ranks with those of Volta and Oersted, was one of the 
greatest contributions ever made to the progress of the tele- 
graph. Had the identity of the electricities been known 
earlier, return circuits other than the earth for voltaic currents 
would never have been used; for, in all the earlier experi- 
ments and attempts with frictional electricity, the earth was 
used as the return circuit. 

Steinheil took advantage of his discovery, and removed the 
halves of his lines, leading, in their stead, the corresponding 
connections of his apparatus to plates of metal buried in the 
earth. 

A communicator of peculiar cohstructioti enabled the 
operator to transmit to, and receive from, either Bogen- 
hausen or Lerchenstrasse at pleasure. It was arranged that 
when the indicator was in circuit with one station^ the wire 
of the other should be connected to the multiplier of the 
receiving instrument. 

The receiving instrument was not used exclusively to record 
the messages on the paper strips ; sometimes small hammers 
were substituted for the ink reservoirs, striking against bells 
of glass or metal of different notes. Thus Steinheil's appa- 
ratus formed also, upon occasion, an acoustic telegraph. 

The history of the subject, so far, shows us that no single 
individual can claim the distinction of having been the " in- 
ventor of the electric telegraph;" but if there is one worker, 
up to this date, who deserves more credit than another for his 
energy, intelligence, and success in the service of his adopted 
science, that man is certainly Professor Steinheil. 
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87. The ingenious experiments with which Professor 
Wheatstone occupied himself, in 1884, in his researches on 
the velocity of the electric wave in solid conductors, seem 
to have first directed his attention to the subject of telegraphy ; 
and, in 1885, he exhibited one of Baron Schilling's single- 
needle telegraphs by means of two galvanometers at his 
lectures in King's College. In 1886, Mr. W. F. Cooke, 
when in Heidelberg, was shown by Dr. Monke a similar 
instrument which he had prepared the previous year to 
illustrate his lectures in the university. Before Mr. Cooke 
returned to England, he constructed a system of telegraphing 
with three needles on this principle, and made the designs 
for a mechanical alarm. He appears to have made some 
progress in negotiating with the Liverpool and Manchester 
Railway Company for the use of his telegraphs before he 
became acquainted with Professor Wheatstone, whom he 
joined the year following in a regular partnership. In the 
meantime Professor Wheatstone, starting also from the 
same original, had advanced towards a more perfect con- 
struction. Thus, these gentlemen appear to have come 
together with different, but doubtless both very excellent, 
constructions of the same thing. 

Their ** hatchment " dial telegraph was constructed as 
follows : — ^Five multipliers of fine insulated copper wire, 
with light magnet-needles, were arranged in a line across 
the back of a diamond- shaped dial-plate. The upper 
side of the plate, which served at the same time as a 
cover for the case containing the multipliers, was marked 
with twenty letters of the alphabet, o, j, q, u, and z 
being omitted, as capable of being replaced by others, 
at the expense, perhaps, of a little orthography, but at 
the saving of another line wire with its magnet-needle 
and multiplier. The margin contained the nine numerals 
and 0. Fig. 18 shows the upper side of the dial- 
plate, with pointers attached to the axes of the magnet- 
needles, broken away in the middle, to show the multipliers. 
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Each pointer was deflected firom its position of rest ahvays 
under the same angle on each side, so that hy observing the 
deflections of any two needles, and following with the eye 
the direction pointed oat by their nearer ends, at the point 
of intersection of these imaginary lines would be found the 
letter intended to be transmitted. Thus, in telegraphing a 
letter of the alphabet, the deflections of two needles in 
contrary directions were always necessary. In Figi 18, fbr 




Tig. 18. 

example, the needles 1 and 4 are deflected, pointing to the 
letter V. The numerals and were telegraphed by the 
deflections, to the right or left, of single needles. 

One end of each of the multipliers was brought out on 
the lower half of the right-hand side, and continued to one 
of the five line wires ; the other ends were joined together 
and attached to the line used for a return circuit. 
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The manipulator or key, Fig. 19, consisted of six metallie 
springs — 6, 1, 2, 8, 4, 5 — each of which was provided with 
two buttons with contacts working downwards upon two 
parallel metal strips, p and n, to which the poles of a voltaic 
battery were connected. With this^ arrangement, the 
operator, by pressing down, at the same time, the buttons 
of two springs, one over each of the strips p and n, could 




'^— B 



Fig. 19. 

transmit a current through one line and back through 
another, deflecting thereby the two needles ^^ the receiving 
station for signalling a letter. 

As the numerals were indicated by the deflections of 
single needles, a sixth wire was provided fpr the return 
circuit. 

This telegraph, although extremely beaxitifal in detail, 
was inferior, in point of simplicity, to Fechner*s modifica- 
tion of La Place's telegraph, made as early as 1822, and in 
which a single magnet-needle and two line wires were 
employed. Cooke and Wheatstone's telegraph witb five 
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needles and five line wires was put np on the London and 
Birmingham and Great Western Bailway lines, and tried 
fairly, bnt found, on account of the number of line wires, to 
be too expensive, and was accordingly given up. 

88. The necessity of supplying the receiving station with 
some signalling apparatus for calling the attention of the 
observer to the commencement of a correspondence bad 
been fully understood by every inventor since Eeusser, who 
proposed to attain this by firing an electric pistol, and 
Sommering, who proposed to do the same by the liberation 
of mechanism by accumulated gas. It was left, however, 
to the energy and persevering genius of Cooke and Wheat- 
stone to completely solve the problem. 

The first alarm employed by them was an apparatus in 
which the attraction of a soft iro^ armature to the cores of 
an electro-magnet, whose coils "v^ere in cpnnection with the 
line, released a wound-up mechanism. 

This alarm arrangement is given in Fig. 20. The tooth- 
wheel n was arrested by the end of the lever p. On the 




Fig.*a). 

other end of p was a soft iron armature, v, which, when a 
current passed through the coil, u, of the electro-magnet, was 
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aUracted, and released the wheel. The case eontamed a clock- 
work, and was surmounted by a bell, which was struck by a 
liammer, moved backwards and forwards by means of an 
eccentric. 

At the sending station were a small battery, e, and a key, 
8, consisting of two metallic springs, a 6, of which the lower 
one, 5, was fixed on a block of wood, and insulated from the 
other by a strip of ivory. The spring, a, could be pressed 
against b ; but, when untouched, remained separated from it 
by its own elasticity. 

From the positive pole of the battery, a wire, 1, went to 
the electro-magnet, u, of the alarm, and was turned several 
times round the horns of soft iron; a second wire, 2, 
returned to the transmitting station, where the line was 
connected with b, whilst the spring, a, was connected by a 
wire with the negative pole of the element. 

39. On long lines of telegraph, Wheatstone found that 
the current became much weakened by the resistance of the 
wire, the coils of the apparatus, and by indifferent insula- 
tion, so that he was obliged to employ a considerably 
augmented battery power in order to effect the attraction of 
an armature ; whereas, when he employed a magnetic needle, 
the latter was always easily deflected. This suggested to 
bim a way to overcome the difficulty, which he succeeded in 
doing by closing the circuit of a local battery, by the de- 
flection of a magnetic needle at the receiving station, by 
means of which the electro-magnet of the alarm described 
above, or an electro-magnet whose armature formed a 
hammer, and struck directly on a bell, was put in action. 
The battery at the receiving station was called the local 
haUery, in contradistinction to the line battery, which was 
placed at the transmitting end. The local battery consisted 
of fewer elements, as its circuit was short, and the resistance 
of the coils of the electro-magnet not great. 

40. It was once a popular fallacy in England that Messrs. 
Cooke and Wheatstone were the original inventors of the 
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eleetric telegraph. The electric telegraph had, properly 
speaking, no inventor ; it grew np, as we have seen, little hy 
little, each inventor adding his little to advance it towards 
perfection. Messrs. Cooke and Wheatstone were, however, 
the first who established a telegraph for practical purposes, 
comparatively on a large scale, and in which the public were 
more nearly concerned than in those experiments in wHdi 
the ends of the wires were brought into laboratories and 
observatories. Therefore it was that the names of these 
enterprising and talented men came to the pnbHc ear, whilst 
those of Ampere, of Schilling, the inventor of the system 
adopted by them, and of Steinheil remained comparatively 
unknown. 

41. We have abready alluded at some length to the invention 
of the electro-magnetic recorder by Professor Morse, of New 
York. We did so because his invention dates firom 1882, 
although the successfd application of it was not attained 
until 1886. His apparatus consists of a transmitting key or 
lever, the oscillations of which by the hand of the operator 
alternately close and break the circuit of a galvanic battery at 
the sending station, and of an electro-magnet whose wire 
coils are in the line circuit at the receiving station. Over 
the poles of this electro-magnet a soft iron armature is held 
pn one end of a lever, on whose other end a pencil or style 
is carried, whicli either marks a zigzag line or presses into 
a strip of paper pulled with a uniform velocity over it. 

42. Morse's telegraph underwent in a few years many modi- 
fications, especially in the form of the electro-magnet. In 
the first apparatus constructed the magnet was very light, 
weighing scarcely 2 lbs. lading his instrument not suffi- 
ciently delicate for great distances, by reason of the line- 
resistanpe and loss of current by bad insulation, Morse had 
recpurse to an expedient of relays or repeating circuits. The 
arrapgements designed by him for this purpose in 1886 were 
of 1^ somewhat primitive form, but in principle they are the 
^ame as that known as translation, and used on all submarine 
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lines at ihe present day. Wben the telegraph was practi- 
cally applied on a line these relays were employed, whose 
magnets weighed 158 lbs., requiring two men to carry them. 
The reason for taking such huge bobbins arose from the 
biowledge that the introduction of a fine-wire helix into the 
circuit weakens the current, and the belief that by construct- 
ing the helices of the same wire as that used for the line this 
enfeeblement of the current would be lessened. These large 
magnets were used for a few weeks, and perfonped their duty 
accurately and rigidly. 

The transmitting key used by Morse in his later apparatofl 
is shown in Fig. 21. It consisted of a lever turning on the 
axis, supported by uprights which were screwed into a small 




Fig. 31. 



block of dry wood. The screw on the linger arm (4 the 
lever was pressed upon the front contact, whilst the similar 
screw in the shorter arm was used pnly to regulate the play 
of the key. 

One pc^e of the battery was connected to the firqnt con- 
tact, called the anvU, and the other pole to earth. The line 
was connected through the supports with the lever, which 
was kept on the back, or what has since been termed the 
reposing contact^ when not in use, by m^ans of a steel spring 
underneath the longer arm. The surfaces of the hammer 
and anvil of the contact were faced with platinum, in order 
to prevent oxidation by dampness from the atmosphere, or 
by being burnt by the action of the current. 

D 
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48. In 1888 Edward Davy obtained a patent for an 
electro-magnetic chemical telegraph, in which he had inge- 
niously applied Wheatstone*8 idea of combining an electro- 
magnet with a clockwork in the construction of a receiving 
instrument. 

Davy's telegraph required at least four line wires, which, 
independently of its complication, would be reason enough 
to account for the fact that it never came into practice. It 
has, however, the merit of having been the first system in 
which the movements of a clockwork were governed by 
an escapement worked by an electro-magnet, and pro- 
bably, in its turn, suggested many of the subsequent 
inventions. 

With three batteries at the sending station, Davy was 
enabled, by reversing the currents, to deflect at pleasure the 
tongues or needles of six relays at the receiving station. 
This wa^ done by putting in each line two relays, similar in 
construction to those used by Wheatstone in conjunction 
with his alarm, one being acted upon by positive currents 
and the other by negative only. Beyond the second 
relay coils, the three lines were connected together with 
the fourth line wire, which was used as a common return 
circuit. 

The receiving apparatus consisted of a sheet of cloth or 
other chemically-prepared material, drawn between a metallic 
cylinder and a series of six platinum rings, placed equi- 
distant on the outside of a wooden drum. Each of these 
rings was connected with the contact points of one of the 
relays, and a common local battery was inserted between all 
the tongues or needles of the relays and the metallic cylinder, 
so that when the needle of either of the relays was deflected, 
the current of the local battery passed through the chemi- 
caUy-prepared cloth to the metallic cylinder, producing a 
dot. 

On the arrival of a current the metallic cyh'nder was moved 
forward a certain distance by means of the clockwork. 
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The operation of snccessively opening and closing ihc 
circmt at the sending station imparted to the cylinder » 
the receiving station a rotatory motion resembling that oi 
the long hand of a clock governed by the pendnlum and 
escapement. 

The cloth used for receiving the marks was impregnated 
with iodide of potassium and mnriate of lime. Six longitu- 
dinal lines, intersected by transverse ones at similar distances, 
divided the whole surface of the cloth into regular squares, 
which facilitated reading off messages. 

44. The system which we have next to notice is another 
invention of our ingenious countryman, Professor Wheat- 
stone : this is his first dial instrument, patented in 1840. 
The apparatus in question seems to have undergone several 
modifications in the course of a year or so. The principle 
remained, however, unaltered in all of them : it was that of 
sending, from the transmitting station, a series of alternate 
currents through the line, which, passing round the soft iron 
o£ an electro-magnet, moved an armature, and regulated the 
motion of an escapement similar to that pf a clpck. 

It consisted of two parts :— r 

1. The transmitter, and 

2. The receiving instrument. 

The transmitting portion of the original apparatus con- 
sisted of a commutator, to direct the current of a battery 
alternately through two electro-magnets at the receiving 
station. The direction of the current was effected by means 
of a tooth- wheel, supported by a metal upright. The teeth 
of this "wheel, to the number of fifteen, were so arranged 
that the teeth and the spaces in rotation represented thirty 
letters of the alphabet, numerals, &c. On each side of the 
wheel was a spring contact, only one of which made contact 
with the wheel at the same time ; when the one pressed 
against a tooth, the other was always opposite to a space. 
These springs were connected to two line wires, and a battery 
was inserted between the tooth-wheel and earth. From 
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the cirenmference d the wlie^ protraded tbdrtj spokes, and 
on the base of the iquight was a bar, used as a stop for the 
hand of the operator wheal taming the spoke-wheel, and it 
wm wished to mgaal the letter opposite the spoke taken 
hold of. 

I^e receiving insimment orindieotorwas formed bjm dial 
having thirty divisions eoirespondii^ to the letters, nmne- 
rals, &c., of the transmitter. I^e index which moved over 
tiie dial was driven by a clockwork, the esoiqpement of which 
was fixed in the axis of a beam supporting two annainres 
of soft iron, over the poles of two electro-magnets, in the 
circuits of the two line wires. As the tootii-wheel of the 
transmitter was tamed round, cnirents were aliematdy sent 
through the side contacts, through the lines, and round the 
cores of the escapement magnet. Whenever, therefore, the 
tooth- wheel of the transmitter r^ed at any place, a current 
circulated in one or other of the escapement magnets, the 
armature was held down on one side, and the index prevented 
from moving furldier round the dial. 

45. An improvement in the apparatus was made by dis- 
pensing with one of the line wires, as well as one of the 
contact springs, of the sending commutator, and one of the 
electro-magnets of the indicator. This was a material step 
in the right direction, and fulfilled the first condition of a 
successful telegraph — ^that of requiring only a single line 
vnre. 

In the improved indicator the duties of the one .ekotnv 
magnet were fulfilled by a spiral spring with an adjusting 
screw for tightening or loosening it. This spring acted in 
the contrary direction to the single electro-magnet, but, of 
course, with inferior force. It had tension enough, however, 
to separate the armature from the poles, and to bring over the 
beam bearing the escapement, whenever the current in the 
electro-magnet was interrupted. 

46. But the most important improvement introduced 
into the construction of this apparatus was in the substitu- 
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tion of ma^etd-electric cnrrenis for those of a voltaie 
battery. 

The sending apparatus, so modified, is shown in Fig. 22. 
It c<msisted of a permanent horse-shoe magnet, or combina* 
tiosn of magnets, fixed to the base board b, between the poles 
of which was placed a vertical shaft, supporting, on oppoMte 
sides, the eoils c <;' of an electro-magnet. They were so 
arranged that, on turning the shaft, the cores of c c' at the 
same moment approached, and left the poles of the perma^ 
nent magnet. The ends of the coils of wire roimd the 




Fig. 22. 



electro-magnet were connected, by means of a sliding contact 
underneath, with the terminal screws e and/. On the top 
of the shaft was a pinion d, locking into the tooth- wheel w. 
The number of teeth of the wheel w were in relation to 
those of the pinion d, so that one complete revolution of w 
would cause d to revolve half as many times as there were 
letterSy numerals, &c., engraved on the corresponding dials 
of the sending and receiving instruments. It will be evident, 
without further explanation, that a half-revolution of the 
pinum and the coils of the electro-magnet would produce a 
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current in the line in one direction, and that the continued 
motion in the same direction another half-revolution would 
produce a current in the contrary direction. 

This arrangement required a slight modification also of 
the receiving apparatus; but in principle it remained the 
same. 

M. Fromenty of Paris, has constructed some step-by-step 
instruments, on the system of Professor Wheatstone, in which 
he has succeeded in simplifying the mechanism. 

V. Telegraphs now in use. 

47. We shall describe the telegraphs now in use, classified 
i!u:cording to the following order, and without regard to the 
dates of their construction : — 

(a) Needle and acoitstic telegraphs. 

(b) Morse telegraphs, 

(c) Automatic telegraphs, 

(d) Dial telegraphs, 

{e) Type-printing telegraphs, 
(d) Copying telegraphs. 

(a) Needle and Acoustic Telegraphs, 

48. Needle instruments, which were the first introduced 
into practical telegraphy in England by Messrs. Cooke and 
Wheatstone, are gradually dying out, having, to a great 
extent^ been superseded by acoustic and Morse telegraphs. 
The former, whilst possessing all the advantages of simpli- 
city and che^ness which caused the needle telegraphs to be 
once so extensively employed, have a practical superiority in 
the facility with which they may be worked by continuous 
currents; The needle telegraphs are now almost entirely 
confined to the railways. 

49; Single-needle Telegraph of Wheatstone and Cooke, — ^The 
single-needle telegraph of Messrs. Wheatstone and Cooke is 
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a modificfttion of the five-needle system by the same m-» 
ventors, described above. The principle of the system 
depends upon the construction of an alphabetical code whoso 




basis consists in two elementary signals — ^the deflections of 
a vertical pointer to the right and to the left — as in Gauss 
and Weber's telegraph. 

Fig. 23 represents the interior view of the single-needle 
apparatus, a a is a long vertical coil of fine sUk-covered 
wire, in the middle of which a small magnetic needle plays, 
having at the end of its axis the pointer seen on the outside 
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faee of ilie instrtunent. One end of the coil is connected 
permanency with ilie terminal screw 1j, to which the line 
wire is attached at the hack of the instrtunent, and the 
other end with the commutator, hy which a hattery is put 
hetween it and the earth, and its direction reversed accord- 
ing to the position of the handle. 

The commutator is of simple construction. The arhor of 
the handle is divided electrically into two halves, a and 5, 
insulated from each other hy an intervening thickness of dry 
wood, p. The half a is connected permanently, through a 
spring, 8, with ilie copper plate of the hattery, and b with 
the zinc pole of the same, through the spring d. 

On the lower side of a, and on the upper side of b, are 
attached projecting pieces of metal, i and t, which play 
hetween the springs t if and t t , respectively. When the 
handle is vertical, the metal arms i and t* are also vertical, 
and the springs t and t/ repose against the opposite sides of 
the rest h On turning the handle to the right, however, 
the spring l! is lifted hy Jihe projection i from the rest /c, 
and the projection { makes contact with r, whilst t and V 
remain unmoved. The spring t is not seen in the figure. 
The circuit is thereupon completed from the — pole of the 
hattery, through n, spring s, half a of the arbor, the arm 
t', spring T, terminal t, earth, and from the + pole of the 
battery, terminal p, spring « , part b of arbor, arm t, spring 
t\ multiplier, terminal l, line, opposite station apparatus, 
and earth. 

The opposite springs are liffced and the current reversed 
on turning the handle the other way. The apparatus serves 
both as transmitter and receiver. When receiving signals, 
the handle remains vertical. The currents arriving by the 
line pass through l, coils of the indicator, spring i!, metal 
stop k, spring t, terminal t, to eartli ; and the needle is 
deflected to the right or left, according as the arriving cur- 
rent is positive or negative. 

If signals are to be given by ilie apparatus, the manipu- 
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lator has only to turn the handle to the right on left to effect 
eorresponding deflections of the needle of his own instrument 
and of that at the station to which he is sending. 

60. DovMe-needU Telegraph of Wheatstone, and Cooke, — 
Another form, used also to some extent on the English 
railway lines, is the doable-needle telegraph, consisting of 
two single-needle instnunents combined in the same case. 
They are, however, totally independent of each other in so 
far as their electrical connections are concerned, each being 
worked with a separate line wire. The handles in front of 
the ease are connected with two arbors inside, similar to 
the one shown in Fig. 28, each of which commutates the 
eorrent of a battery through the galvanoscope coils sur- 
roonding the needle attached to one of the pointers. 

The discs over which the pointers move are provided with 
lYory pegs to limit the deflections on each side of the vertical 
line. These discs are sometimes made circular, and may then 
be turned round in the dial-plate, enabling the operator to 
shift the pegs, in order to keep the pointers midway between 
them when the magnet-needles are deflected by constant 
atmospheric currents. 

The employment of two needles in receiving the signs 
renders this telegraph very expeditious, the rate at which 
it is worked being about double that of the common Morse 
telegraph. The necessity of two lines, however, prevents it 
taking any prominent place amongst the existing systems of 
useful telegraphs. 

51. Professor Gloessener, of Li^ge, has modified the needle 
telegraphs by the addition of two electro-magnets in the 
Bame circuit as the multiplier. The poles of these electro- 
magnets are placed so that they act upon the poles of the 
needle within the multiplier, and considerably increase the 
deflective force without materially increasing the total re- 
sistance of the circuit. 

52. Professor Sir William Thomson's reflecting galvano- 
meter, as used to receive signals through the Atlantic cables, 
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forms the most recent and hovel cdnstraction of single- 
needle instroments. It consists of a multiplier and wire, in 
the centre of which a small glass mirror is suspended, having 
a little steel magnet cemented to it. Before the mirror is 
a white paper scale, upon which a beam of light reflected by 
the mirror is thrown. The mirror and magnet being very 
light, are deflected by weak currents, and their distance from 
the scale being sufficiently great, very small deflections can 
be read ofif with distinctness. 

58. On the American lines the system most commonly 
emplbyed is that of an acoustic telegraph known as the 
** Sounder;** A continued practice with Morse apparatus 
leads the employes involuntarily to recognise the signals by 
ear, and, when they have once attained proficiency in this 
way of reading, they seldom or never return to the more 
fatiguing one of reading by sight. This system is frequently 
combined with that of continuous currents, the line con- 
taining several instruments being traversed by the current of 
a single battery at one of the stations^ and signals given by 
interrupting the circuit at any point. On railway lines this 
method is found to be very useful in cases of accidents 
occurring to trains. The guard, who is supplied with a 
small pocket apparatus, has only to cut the line wire, insert 
his " Sounder*' in the circuit, and communicate with the neigh- 
bouring stations. The constructions of " Sounder ** are 
various. Those in America are very simple and practical, 
consisting generally of only the electro-magnet, armature, 
key^ and terminalsi The English and German " Sounders '* 
are supplied mostly with local batteries and relays, which 
add to their complication without always increasing their 
usefulness. The French telegraph administration has 
adopted a " Sounder '* constructed by M. Breguet, which 
is formed by a small vertical electro-magnet, over whose 
poles a soft iron armature is held upon a flat spring, which 
dispenses with the axis, bearings, beam, and adjusting 
screws. The armature strikes upon upper and lower 
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anvils, one of which is supported upon a piece of wood 
hollowed out underneath to form a sounding-hoard. 

The great drawback of this system is the want of a record* 
which is so necessary for the justification of the employes 
and the administrations. On this account the Morse, or 
some other recording system, will continue to be employed 
upon all lines on which telegrams of importance are trans- 
mitted. 

(5) Morse Telegraph. 

54. Simple Morse Circuit. — ^In its simplest form the Morse 
telegraph consists of a transmitting key and a recording 
instrument^ with intervening line wire, battery, and earth 
connection. The purpose of th^ key is to close the circuit 
of the battery conveniently for the formation of arbitrary 
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Fig. 24. 

signals. The signals representing the letters, &c., consist 
of combinations of two elementary marks, a dot and a dash. 
The former is given by the momentary closing of the cireuii^ 
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and the latter by closing it for a longer time, by means of 
the key. The signs are received at the distant station by 
the corresponding attractions of the armature of an electro- 
magnet, which marks them on a strip of paper in its yicinity* 
The plan by which these arrangements are made at two 
stations is represented in Fig. 24. At each of the stations, 
B is a battery of voltaic pairs, connected between the point 1, 
underneath the metallic lever k, and the earth. When the 
lever k is not being manipulated, it is held by a spring upon 
the metal point 2, between which and the earth are inserted 
the coils of the electro-magnet m, whose armature is em- 
ployed to mark the paper and record the signals given from 
the distant station. On pressing down ilie key e, for 
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example,' ihe cbntati between the leVer and ilie point 2 is 
interrupted, and that at 1 established, the current of the 
battery b goe£( from o through the contact point 1, and front 
part of the lever to 8, where it enters the line l. Arriving 
by l', the current passes over k', from ilie middle 8, to the 
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back contact point 2, and from this, the key heing at rest, 
it traverses the coils of the electro-magnet m*, and then goes 
through the earth hack again to the hattery b. 

65. Simple Morse Embosser for two Stations with Belay, — 
When the line connecting two stations is long it is im- 
possihle sometimes, even with very great battery power, to 
move the armature of the electro-magnet with force enough 
to impress the paper legibly. It was on this account that 
Morse employed a relay to work his recording apparatus. 
Fig. 25 represents a plan of connection of a Morse embosser 
with relays and local batteries for two stations, g is the 
line galvanoscope connected, on the one side, with the line, 
on the other, with the lever of the key k. Its purpose is to 
show the presence of current in the line, and to give a rough 
idea of its strength. The front or wotking contact 1 of the 
key is connected with the pole, c, of the line battery b, and 
the other pole, z, with the earth-plate. The back, or reposing 
contact, of the key is connected with one end of the electro- 
magnet coils of the relay r, the other end being in commu- 
nication with the earth-plate. Lastly, between the contact- 
point 2 of the relay and its tongue 6r armature are inserted 
the coils of the Morse m and the locaSl battery l b. 

When in repose the levers of both keys are on the con- 
tacts 2, and the line, therefore, at both ends to earth through 
the coils of the relays. On pressing do^vn either of the keys 
the current passes direct from the z-pole of the battery to 
the earth-plate and earth, and from the c-pole through the 
line galvanoscope, line, key of opposite station, and relay 
to earth. The deflection of the relay-tongue from contact 1 
to contact 2 closes the local circuit, and the armature of the 
receiving instrument works in conformity with the motions 
of the key at the sending station. 

56. Another method of connecting up the same indtrnment 
for two stations is shown in Fig. 26. In this method the 
lever of the key is in permanent contact with earth. The 
o-pole of the battery is connected with the front contact of 
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the kdy, and the z-pole with the point of junction between 
the galvanoscope and relay, the latter being inserted between 
the galvanoscope and back contact of k. The local circnit is 
arranged as before. 

, A current arriving by the line while the key is at rest 
passes through the galvanoscope, coils of relay, back contact 
and lever of key, to earth. When the key is pressed down 
on the contact 1, the c-pole of the battery is put to earth 
through the lever of the key, and the circuit being thus 
completed, the current from the z-pole passes through the 
galvanoscope into the line. 
In the former method (Fig. 25) the operation of the key 
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Fig. 26. 

consists in shifting the line from relay to battery. In the 
other method, the battery and relay have the same fixed con- 
tacts 1 and 2 of the key ; but the earth and line change 
places, the line taking the place of the earth in the former, 
and the earth being shifted by the key from relay to battery. 
This is by no means so good as the former method, 
because it necessitates a good insulation of the battery, 
without which a current, depending on the magnitude of the 
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fault, will not only pass always through thd line, but also 
through the coils of the home-relay; and any accidental 
contact of the battery with earth will give a signal at the 
relays of both stations ; whilst, with the former method, a 
similar accident would be entirely without eflfect further 
than weakening the currents sent on to the line, notice of 
which is amply given by the galvanoscope. 

57. The Morse Code.-^—The elementary signs of the Morse 
telegraph are two, a dot and a dash, produced by the record- 
ing instrument according to the time which the key at the 
transmitting station is held down. 

The general adoption of this system on the Continent 
some years back occasioned the establishment of certain 
rules for the settlement of the letters, numerals, &c., which 
have been subsequently almost universally adopted. 

The formation of so many letters, &c., out of two ele- 
mentary signs required the greatest number of variations 
with the given number of elements. 

The number of variations, with repetitions of two ele- 
ments, are : — 

With single sighs 2 = 2 
With two ^igns 2' = 4 
With three signs 2» = 8 
With four signs 2* = 16 

Therefore, by ilsing variations of from one to four of the 
two elementary signs, we have at our command 

2 + 4 + 8-fl6=^8tf 
variations for the formation of an alphabet. 

These variations, with some others, have been disposed as 
follows :— 
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Letter. 




I. At.p 
Sign. 


HABET. 

Letter. 


Sign. 


A . . 


■ ■■■ 


. . 


. — — — 


A 

B . 
C . . 
D . . 
E . . 
E . . 
F . . 




■ ■■■ ■ ■■■ 

■IM ■ ■ ■ 

■■■ ■ ^mm m 
^mm m m 
m 


. . 

p . . . 

Q . . 
R . . , 

S . . 
T . . 
U . . . 


■ ■■■ ^Hl ■ 
■■■ ■■■ ■ ^Hl 

■ ■■■■ 

■ ■ ■■■ 


H . . 
I . . 




■■■ ■■■ ■ 

■ ■ ■ ■ 

■ ■ 


V . . 




J . . 




■ ■»■»>■ 


X . . 


, ■■■ ■ ■ ■■» 


K . 




. ■»->■ 


Y . . . 


^■■M^ 


L . 




. ■■»■• 


Z . . 


^■1 ^Hl ■ ■ 


M . 

N . 




■■■■ 


Ch. . 


. .....I.. 


Numeral. 
1 ■ ■ 


II. Ntj] 
Sign. 


UEBAIiS. 

6 . . - 

7 . . « 


Sign. 


A. , , ■ ■ 

2 . . - - 


— — .« 


-■»■■■ 


3 . . .- 

4 . . -. 

5 . . «. 




8 . . - 

9 . . - 
. . 1 




Full stop 


in. PtmcT 


XTA'nON, ETC. 

a H ^ M ■ 


Jign. 


Colon 
Semicolc 
Comma 
InterrogL 








»n 












\i\o 


n 






Ezolamatio] 


1 


■M ■■ 


■ ■ ■ M WH 
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Hyphen ■" 

Apostrophe . * ■ ■■■ ■■■ ■■■ "■ ■ 

Fraction line''' bmbm MMiaMi aaaH* 

flnverted commas ■■MMBaH* 

tParenthesis ■" ■ "^ "^ ■ "■ 

f Iti^cs or nnderlined . . . . . ■ ■ mam mm m mm 

New line ........ ■■«■ ■»<i« 

rV. Officiaii Signals. 

Public message ■ ■ « 

Official (Telegraph) message . . ■ m» 

Private message ■ mm bim ■ 

Call . .......iii«i._ 

Correction or mb oat . . . . ■ ■ ■ ■■■ ■ 
Interruption • . . . . . .■■■■■■■•• 

Conclusion ■ mm m MMi ■ ^m m 

Wait ■ ■■■ ■ ■ ■ 

Beceipt ■ "■ ■ ■ ■■■ ■ ■ ■■■ ■ 

The length of a dot being taken as a unit, the length of 
a dash = 8 dots. 

The space between the signs composing a letter =» 1 dot. 

„ „ two letters of a word = 8 dots. 

„ „ two following words = 6 dots. 

The formation of the numerals is ingenious ; they are 
each represented by five of the two elements, so that, 
disregarding the dashes which stand on the right hand, 
and giving a value of unit to a dot and two to the dashes 
on the left, the value of the numeral represented is ex- 



The signs of punctuation, official signals, &c,, are either 

« To be placed between the nomerator and denominator of a 
Tnlgar fraction, 
t To be placed before and after the trords to which they refer. 
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higher variations or arbitrarily-chosen letters of the alphabet, 
whose single appearance is a sufficient indication that they 
are not to be construed as forming parts of words. 

The alphabet differs very slightly from that which Pro- 
sessor Morse himself originally proposed. His arrangement 
of the signs was based upon information given him by his 
brother — ^the editor of a newspaper in America — as to the 
numerical relation in which the letters of the alphabet stand 
to each other in their occurrence in English composition. 
It was for this reason that the letters e and t^ which 
enter most largely into our language, were selected, each 
to be represented by single signs, whilst a, i, m, and n, 
which are less employed, were coiiipo.unded of each two 
elements. 

68. Transmitting Keys. — The simple Morse key consists of a 
lever or beam turning in bearings at about its middle, and 
striking upon two fixed contact-anvils, one on each side. It 
is usually held down upon one of these, when at rest, by 
the force of a spring, and the contact upon which it rests is 
called the reposing contact. The other end of the beam is 
provided with a button or knob, which the operator takes in 
his hand and presses when he wishes to give a signal, by 
depressing the fore part of the beam upon the front or 
working contact. 

In France, M. Villette has lately made a key for employ- 
ment with the Morse telegraph, which he believes to have 
some advantages. Instead of the common lever turning 
upon an axis in the middle and striking upon anvil-contacts, 
front and back, M. Villette proposes to use a simple steel 
spring fixed upon a block of brass at one end, and termi- 
nating in a knob, for convenience of manipulating, at the 
other. When at rest the spring, which is in connection with 
the line, presses upwards against a contact-point leading to 
instrument and earth ; but, when pressed down, this contact 
is interrupted and another established between the spring 
and an anvil in connection with the battery. This key is 
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cheaper than the ordinary form, and is probably more 
durable, as the axis and bearings are dispensed with. A 
similar key was tried in America a quarter of a century 
ago, but gave place to the newer constructions. 

69. Submarine Keys, — ^It has already been explained that 
the outside of a Leyden jar becomes charged by induction 
when the interior coating is charged by contact with some 
source of static electricity ; and the similarity in the beha- 
viour of galvanic and frictional electricities has also been 
spoken of. . 

When Siemens and Halske were engaged in the construc- 
tion of their subterranean line between Berlin and Frankfort- 
on-the-Maine, and Kramer his between the Prussian capital 
and Cologne, in 1848, they were both astonished to observe 
a phenomenon resulting from the two facts alluded to above. 

Whilst Kramer was able to speak with the greatest ease 
on an overland line from Berlin to Magdeburg, he found 
it absolutely impossible to do the same on a subterranean 
line. With the greatest trouble and slowness, according to 
his own account, it was scarcely possible for him to accom- 
plish a satisfactory correspondence between Potsdam and 
Magdeburg. Siemens and Halske found the. same difficulty 
with their instruments, particularly on the line between 
Erfurt and Halle, which set all their efforts at defiance. An 
exchange of the apparatus vr&a also without result. Bad 
insulation was, at first, supposed to be the cause of the dis- 
turbances ; but it soon appeared that the better the insula- 
tion the greater became the difficulty. Kramer says that he 
has often left his bureau and destroyed the insulation of his 
line at a thousand paces distance, in order to be able to for- 
ward a despatch with greater ease. 

Dr. Werner Siemens, writing about the same date, in a 

paper * presented to the Academy of Sciences in Paris, says 

that when the extremity, b, of a covered wire was insulated, 

and the other end, a, made to communicate with a battery, of 

♦ "M6moire but la Tel6graphie Electriqne," 1860. 
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which the opposite pole was to earth, the instant of contact 
being established, a current of short duration was observed 
in those parts of the wire not too remote from the battery, 
in the same direction in which the current traversed ^ line, 
when the end b was brought into contact with the earth. 
When the wire was perfectly well insulated, he did not 
observe, after the first instant, the least trace of current. 
On replacing, suddenly, the battery (by means of a key) by 
a short circuit to earth, however, he observed a momentary 
current, the intensity of which was equal to the current first 
observed, but in the reverse direction. And, lastly, when 
the connection at a vnth battery and earth was interrupted, 
and the end b suddenly put to earth, a current was observed 
at B, of almost the same intensity as the two preceding 
currents, and in the same direction as the current due to the 
battery. 

Both Kramer and Siemens came to the conclusion that 
these phenomena were attributable to static electricity. 
They compared the subterranean cable to a Leyden jar of 
very great surface, the interior coating being formed by the 
metal conductor, the dielectric by the gutta-percha or other 
insulator, and the outer coating by the metallic covering, or 
by the dampness occasioned by contact with the earth ; aad 
this view was subsequently confirmed by the experiments of 
Faraday and Wheatstone. 

Several arrangements have been proposed for rendering 
the return currents harmless in the practice of subterranean 
and submarine telegraphy. They consist, for the most part, 
of constructions by which the line is put to earth for an 
instant before bringing the relay in circuit, and by which 
the signals and pauses are given by reversed currents instead 
of by the occasional contacts of the same pole of a battery 
as in overland lines. 

60. Siemens and HaUhe's Submarine Key. — ^With the 
ordinary key, when the current of the battery is sent 
through the submarine line l by pressing down the lever 
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X on the front contact 1 (Fig. ^), and ike key then let go tBl 
it makes contact with the rest at the back, the r^om cjonent 
or 4isoharge passes from the line, over the key, and throng 
&e relay, b, to eajih. 

In order to avoid the derangement incidental to . the dis- 
daige currents passing through the xeSiAj, the plan Fig, 27 
is sometimes adopted. 

When the line l is brought, by 
means of the switch I, into contact 
with the point s,, the relay a is 
in circuit for receiving despatches. 
When i is in contact with the point si^ 
S3, the key d is put into circuit for 
forwarding despatches, and the re- 
lay cut off from the line and pre- 
vented receiving the discharge cur- 
rents. 

H^ in this position, the key d is 
pressed down on the front contact 
3, a positive current is sent from 
the main battery -f- k ; but whilst 
the key rests upon contact 2, a Fig. 27. 

negative current is sent from the 

counteracting battery, — k, into the line. The discharge 
eurrei^s are thus made use of in signalling. Lastly, in 
order to prevent the final discharge passing through the 
lelay when communication is re-established with Sp a con- 
tact is made by I with s, and earth in passing by, so as to 
discharge the line. 

The mechanical construction of this key is shown in the 
plan, Fig. 28. The bearings 5, b, in which the lever c works, 
are cast on a base, 2)„ movable horizontally on a vertical axis 
in the board a, in permanent contact with -the terminal 1 and 
the line wire, and also with the spring -i. When the key is 
at rest, a spiral spring underneath the board keeps it in con- 
tact with the point s^. This point is in metallic communi- 
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cation with the terminal 4, which leads to relay and 
earth. The conditions under these circumstances are, 
therefore, precisely the same as when the line is brought 
into communication wiili s^, by means of the switch I, in 
Fig. 27. 

While in this position it is impossible to press down the 
knob dy the lever c resting upon a small elevated bed on the 
bar^r. 




Fig. 28. 

To forward signals the lever mustl)e turned to the left, by 
which the contact at s, is broken ; that is to say, the relay 
is cut out of circuit, and the little insulating buttons, o o, 
press the spring S2, which is fixed at the side of the slab Ac, 
against the contact-point nt, permanently connected to ter- 
minal 2, which is in connection with the counteracting battery 
— z. If the key is pressed down now, the back contact is 
broken and the front one n established, by which the circuit 
of the counteracting battery, — z, is interrupted, and the 
main battery, + K> brought into play. Consequently ilie 
same takes place as in Fig. 27 when the line l is connected. 
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by means of tlie arm I, with the contact-point s^, and the 
key D pressed down. 

In order completely to discharge the line after finishing 
the transmission of a despatch, a metal point, p, projecting 
from one end of the base b^ of the bearings of the lever, rubs 
agamst a contact-point, b^, connected with the terminal 6 




Kg. 39. 

and earth, when the former returns to its position of rest 
at Sj. 

61. De Sautys Suhmanne Key. — ^A submarine key has 
been invented by M. C. V. de Sauty, with which the operator 
in manipulating presses down a button in the middle of the 
knob, and thus removes the line connection from the relay to 
the battery-commutator. 

Fig. 29 represents a plan of this key. The lever is of 
vulcanite, supported on a pin, a a, in the bearings h h, on 
the base c c. On each side of the lever at its fulcrum is a 
plate of brass, p and p', insulated from the pin a, and from 
the bearings. At each end of the plate p, underneath, is a 
platinnm contact-point which presses upon one of the con- 
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tact-anvils, ^ and «'' ; the nnderside of the plate p carries a 
spring at whose ends are similar contacts, which rets alter- 
nately upon the anvils is" and i' . The board is fomjflhed 
with £ve terminals for the reception of the outside wires, 
li is the line terminal, b that to which the one side of the 
relay is brought, the other side being to earth ; e the eartii 
terminal, and between o and z is inserted the line battery, 
only one battery being required for reversals with this key. 
In the fore part of the key, underneath the lever, is a spring, 
or strip of brass, s, in permanent contact with l ; when the 
key is at rest this spring makes contact with a platinum 
point, which is in permanent contact with the terminal e 
(relay) ; a second point, underneath the spring, is in per- 
manent connection with the plate p of the commviator 
arrangement just desc^bed. When working the key, the 
operator presses the b?;tton, e, down into the knob d^ and 
establishes contact between s and p. Half-way betwe^i the 
upper and lower contacts of s, the spring meets with a small 
strip of metal in connection with the earth, by which means, 
after working the key, the line is discharged. The s^aip s 
is fastened to a block, from which a pin presses upon a spring 
underneath, reaching from the line terminal l, keeping at 
the same time the metallic strip s in connection with the 
line, and holding the lever back upon the reposing contacts 

The anvils d and d' are in permanent connection with the 
terminal c of the battery, and a' and «" with the terminal z. 
The spring s being down whilst the lever rests on d and «', 
therefore the current from z goes through a', spring, plate p\ 
spiral of wire, to e, and thence to earth ; the current from 
the c-pole goes from c, through c^ plate j9, the connection 
wire, from this to the contact with the spring s, terminal l, 
line, opposite station apparatus, to earth, &c. The finger 
being still kept upon the button, when the lever is pressed 
down, the contacts d and z* are broken, and 4* and «" made 
with the plates p and p\ The current from z now goes 
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throagh %\ %', plate p, connecting wire, to e, spring s, l, line, 
&c. ; whilst the euzrent from o goes throngh c\ e*\ plate p', 
spiral, E, earth, kc. Thus, by keeping the button pressed 
down and manipulating the key, reversed currents are sent 
into the line. 

62. Varley*8 Switch for Svhmarine TVork, — This arrange- 
ment, used on the Electric and International Company's 
submarine line between England and Amsterdam, is for send- 
ing a reverse current into the line when a usual signal has 
been given by the key, and at the same time for keeping the 
relay out of circuit so long as tp insure it against the 
injurious effects of the return currents. 

This is done by means pf ap extra relay, or electi-o-mag- 
netic switch. 




When the key is depressed at the transmitting station, a 
positive current passes directly into the line, and a second 
circuit is closed, which includes the electro-magnetic switch, 
the attraction of whose armature breaks the relay circuit, 
but completes the circuit by which a reverse current is sent 
into the line as soon as th^ key is let go again. 

The key used in this arrangement is shown in Fig. 80. 
The customary working and reposing contacts are represented 
by a and d; c is the bearing of, and in contact with, thb 
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lever. A third eontact is brought on in front at <£^ which is 
.touched by the spring f, attached to the terminal 5, when 
the lever is pressed down, f is, of course, pressed down 
by an insulated arm so as not to be in metallic contact 
with the key. The circuit of the switch is made between d 
and h. 

The switch is shown in Fig. 81. It consists of a bent 
metal beam, e e, supported by the uprights e\ and makes 
contact at one end with the screw u, at the other by means 
of a spring, /, with the screw tr. The beam is held in its 
position of rest by the spiral spring s, and is deflected by 
the attraction of a soft iron armature, a, to the poles of the 
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electro-magnet m. On the upright n is a tooth- wheel, w\ 
engaging with a pinion. On the axis of the latter is a fly, 
and round that of the former passes a cord with a weight at 
one end, the other end being attached to the extremity of 
the beam. By this means the extremity of the beam may 
be raised very quickly, allowing the weight to drop and the 
cord to run over the axis ; but it cannot be lo^yered without 
first turning the wheel, pinion, and fly, and raising the weight, 
an operation occupying about half a second. 

The purpose of this is that the armature may be attracted 
uuddenly to the poles of the electro-magnet when a signal is 
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giren, bat that on being released the beam shall take some 
time to retnm to its position of rest, and that daring the 
greater part of this time the spring,/, shall remain in contact 
with the screw, w, in connection with the reverse battery. 
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A plan of the station arrangements at London on the line 
working to Amsterdam is shown in Fig. 82. 

When transmitting or receiving, contact-pegs are put into 
ttie holes 1 and 2 of the commutator o. On giving a signal 
^y pressing down the key, contacts between a and c by the 
beam, and between a and b by the spring moved by the lever 
before mentioned, are established. By means of the former, 
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the cireoit of the copper battery is closed (c, a, e^ m, com* 
mntator 1, n, 0, line), and by means of the latter that of the 
switch (b, coils of switch, z, switch battery, 0, a, spring of 
key). The beam of the switch is in permanent connection 
with the reposing contact, d, of the key, and by oscillating 
puts on one side the relay, and on the other the zinc-pole of 
the battery, into circuit. 

When the switch is at rest the relay is in circuit with the 
reposing contact of the key (line, g, n, comm. 1, in, key, «, 
d, IV, switch-beam, u, v, coils of relay, earth) ; but as the 
return currents would take this way when the key is lifted 
up, the contact u is interrupted by the attraction of the 
armature. At the same time the contact w with / is made, 
and this advances z of the zinc-battery (z, switch, w,f, iv, 
d) to the back contact of the key, so that the moment the 
key is let go the circuit of the zinc-battery may be completed 
(key, d, c, in, comm. 1, n, g) with the line. 

If this takes place in London the positive currents will 
arrive at Amsterdam by cable, commutator, key, switch, coils 
of relay, earth. The tongue of the relay at the Amsterdam 
station will be defljQcted against the contact-point and close 
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Pig. 88. 



the local circuit, working the recording instrument. Hie 
negative current will take the same road as the positive, and 
throw back the tongue of the relay against its insulated eon- 
tact, thereby breaking the local circuit. 
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68. A very useful key whieh may be nsed with submuiiie 
lines is that constrncted by M. Lacoine, consisting of a 
lever {K, Fig. 88), with spring contacts front and back. The 
lever is connected with the coils of the apparatus, the front 
contact {s') with earth, the back contact (s) with line, and a 
contact (8) which the line meets when the lever (K) is pressed 
down, but which is interrupted when the key is at rest, with 
the copper pole of the battery. The springs are so arranged 
that when oscillating the lever remains an instant in contact 
with both line and earth at the same time. The advantage 
which M. Lacoine proposes to gain by the employment of 
this key is, the discharge of the line between each signal 
and the replacing of the relay in the circuit, in order that 
the receiving station may interrupt the transmission in the 
event of a misunderstanding, and have the doubtful letters 
or words repeated, without waiting for the end of the 
despatch, as is necessary in those systems in which the relay 
is entirely cut off during transmission. 

64. Morse's Transmitting Plate. — Soon after Morse's in- 
vention of the transmitting key his attention was directed to 
the fact that some people find great difficulty in manipulat- 
ing the arbitrary combinations with uniformity in the length 
of the marks and spaces. He therefore constructed an 
arrangement for facilitating the transmission. On a metal 
plate, B B, Fig. 84, are soldered series of raised rectangular 
pieces of metal, whose lengths and distances apart correspond 
with the arrangement of the Morse alphabet. Between these 
pieces strips of ivory of equal thickness are inlaid, making 
the whole surface, a a, level. These metal pieces are shown 
black in the figure, and the ivory white. From a binding 
screw, c, attached to the plate b b, and therefore in electrical 
connection with each of the metallic rectangles, a wire, m^ is 
led to the receiving instrument and a battery, the further 
pole of the latter being to earth. The line wire w ends in a 
spiral of insulated wire fastened to a style, o, with blunt 
platinum point and insulated handle. 
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This apparatus is intended to replace the key. In order 
to transmit a message with it the operator takes the insulated 



Line 




Fig. 84. 

style in his hand, and scores the point with a uniform 
speed over the signs of the letters, one after the other, which 
he wishes to telegraph. In doing so the circuit is closed as 
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soon as the point of the style tonches any of the metal pieces, 
and is broken again when it moves over the ivory. 

The arrangement has never enjoyed an entensive employ- 
ment, and is now, perhaps, entirely out of use. The reason 
of this is probably to be found in the fact that the imperfect 
appreciation of time which prevents some acquiring uni- 
formity in manipulating the key renders them as unable to 
move the style with an equal velocity over the plate, time 
being a factor of velocity. 

65. Relays, — The principle of the relay has already been 
explained. The form of relay used with the original Morse 
instrunaent differed from that invented by Wheatstone, and, 
as they were invented as nearly as possible at the same time, 
on different sides of the Atlantic, and for different purposes, 
there can be no doubt that they were invented independently 
of each other. Instead of the magnetic needle and mercuiy 
cups employed by Wheatstone, the local circuit is closed by 
the contact of the armature of an electro-magnet with a 
metal anvil, both being inserted in the local circuit. The 
relays as at present employed may be divided intoi two 
classes : 1st, those in which the contact-point is pressed 
upon the anvil by the force of attraction between the cores 
of an electro-magnet and a soft-iron armature hold over 
them ; and 2nd, those in which this is done by the deflec- 
tion of a magnetised needle suspended within a multiplier of 
wire or of a soft-iron tongue between the poles of an electro- 
magnet, both being polarised by contact with one or more 
permanent magnets. 

66. To the first class belongs the common form, known as 
the American relay, from its general employment on the Ame- 
rican lines, shown in Fig. 47. The electro-magnet m m is fixed 
horizontally on a board, having before its poles the soft-iron 
annatore a, supported by a tongue turning on the axis b. 
The armature is held back by a spiral spring, /, stretched 
between the tongue and an adjusting screw, g. The coils 
M M of the electro-magnet terminate in the binding-screws 
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l' iI% to which are brought respectively the line and earth 
wires. The Icycal battery and Morse apparatus are inserted 
between the terminals jI i!\ The former of these is in per- 
manent connection with the axis 5 by a wire, x, and the 




latter with the body of the bracket k i, which carries two 
screws, h d, with a platinmn point, and c, whose point is 
insulated with agate. 

When at rest the tongue leans against the agate point, 
and the local circuit is open ; but when a current circulates 
in the line and coils of the electro-magnet, the armature is 
attracted towards the poles, and the tongue strikes against 
the point of the contact- screw h d, and closes the local 
circuit, the current of which passes from V (a?, h, d, t, k, g) 

to r. 

M. Leopolder, of Vienna, has introduced a novelty in 
the construction of this apparatus, il and il', the line 
and earth terminals, being formed of slabs, and each 
being divided into three parts, with two holes for screw- 
plugs. The two ends of the electro-magnet coils are con- 
nected on each side with the £rst and last pieces, and the 
line and earth with the middle ones. By altering the places 
of the plugs, therefore, the coils of the relay may be from 
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time to time inverted to prevent any lasting effects from 
residuary magnetism in the soft iron. One of the two 
terminals of the local battery is also divided and sup- 
plied with a hole for a contact-plug, by removing which 
the operator can break the circuit of his local battery at 
{Measure. 

67. Polarised or magnetic relays — ^those belonging to the 
other class — are preferable to the simple electro-magnetic, 
as the adjusting spring is dispensed with, its functions being 
performed by gravitation in the so-called galvanometer relays, 
and by magnetism in the polarised relays. 

The galvanometer relays are very little used, because the 
contact which they give is uncertain, and they are not so 
sensitive as either of the others. The polarised relays are 
undoubtedly the best, and of these we give the preference 
to that constructed by Messrs. Siemens. 

In this relay the armature and the soft-iron cores of the 
electro-magnet are oppositely polarised by contact with a 
permanent magnet. Fig. 86 is a sectional view in the direc- 
tion of the armature, and Fig. 87 a top view. The perpen- 
dicular electro-magnet, e, is composed of two cores of sofi; 
iron united below, in the ordinary manner, by a cross-bar, a, 
also of soft iron. The coils of vnre terminate at the screws 
1 and 2. The north end, n, of an angular-bent permanent 
magnet, n s, is screwed on to the cross-bar a, to which it 
communicates north polarity beyond the point of contact, ' 
and also to both the cores and poles of the electro- magnet, e. 
The soft-iron tongue, o, is supported on an axis in a slit in 
the south end, s, of the permanent magnet, and thus receives 
south polarity. This tongue is so placed that it may oscil- 
late between the poles, n and n", of the electro-magnet. 
Its play is limited by the contacts d and d'. d is used as a 
contact for closing the local circuit, in which are included 
the printing instrument and the local battery, when the 
tongue, c, strikes against it. d' is furnished with an agate 
point, and while the tongue rests against it, the local cir- 

Ed 
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Fig. 87. 
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cult is open, a and b are the terminal screws of this 
circuit. 

Whilst it is situated equidistant from both the north polar- 
ised ends, N and n', of the electro-magnet, the south polarised 
tongue, c, is attracted towards each of them with equal 
force. "When, at the sending station, the key is pressed down, 
the current passes through the line and relay, which has the 
effect of magnetising the pole, n, of the electro-magnet north 
and the pole, n', south ; but as both poles were previously north 
by the influence of the permanent magnet, n s, the effect of 
the current is to strengthen ihe north magnetism of H, and at 
the same time to weaken only that of m^. The tongue, c, is, 
therefore, attracted to the pole, n, with double force, and 
remains on that side after the cessation of the current, 
attracted by the pole n, whos$ distance from o is then less 
than that of n'. The platinum contact of c remains against 
D, and closes the local circuit until the key at the transmit- 
ting station is let go back upon the reposing contact, by 
which a current in the opposite direction is transmitted 
through the relay, having the reverse effect of the last cur- 
rent, strengthening the north magnetism of n", and cor- 
respondingly weakening that of k. The pole n' there- 
upon attracts o against the insulated point d", where it rests 
until another positive current passes and throws it off 
again. 

When only a single battery is used in transmitting, the 
contact-slab which carries d and d' is shifted, by means of 
the adjtwting screw, so as to bring the tongue, c, when in 
contact with d, nearer to n" than to n. By this arrangement, 
when no current passes, the contact of c is always at rest 
against the agate point, d', because of the superior attrac- 
tion of N, and only leaves it when a current arrives, which 
strengthens the magnetism of n, and weakens or reverses 
that of ]^. Thus the counteracting spring used in the 
conmion form of relay is dispensed with, being replaced by 
the unequal attraction of the poles. 
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Sometimes this relay is combined with a galvanoscope, 
the same currents working both. On the top of the glass 
cover of the relay, under a small glass dome, is a single- 
magnet needle supported upon a point. When a current 
passes through the coils of the relay the polarisation of 
the electro-magnet cores is altered, and the needle de- 
flected. The telegraphist who is receiving can therefore 
see when currents are arriving through the relay without 
employing a separate galvanoscope, as has hitherto been 
done. 

6&^ Morse Becorders, — ^The Morse recording instrument 
considtft essentially pf an electro-magnet whose wire coils are 
in the line circuit, an armature suspended over its poles on 
the end 6f a beam or lever whose other end carries a style 
or instrument f6r marking a strip of paper, and a clockwork 
for drawing this strip 6f paper with a uniform velocity 
over the marking-p6int. 

The original apparatus was all constructed simply and 
strongly. The paper wad ma^rked by the point of a style 
carried on the end of the beam, being pressed into the paper 
strip so as to emboss it. Subsequently various improvements 
and modifications have been intrbduced, some of which are 
of value, but all at the expense of its original sim- 
plicity. 

69. Embossing Instrument with Movable Magnet, — This is 
a construction of the Morse by Messrs. Siemens and Halske, 
of Berlin, once extensively used on the Eussian, Danish, and 
some of the German lines, but at present replaced, to a great 
extent, by newer constructions. The movement of the 
writing lever is effected by the attraction of the opposite 
poles of two electro-magnets rendered active by the same 
currents. 

Fig. 88 gives a perspective view of the instrument, m m' 
are two straight electro-magnets. The core of m' is furnished 
with a facing of sofb iron, r, on each of its poles ; that of 
m is supported between two screw-points, and is furnished 
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at each end with a continuation, p, ending in a facing opposite 
to and of the same size as r. Between the two continuations, 
p p, is a frame carrying the printing-lever, a b and a V are 
the ends of the coils of the electro-magnets connected with 
the terminals a and b. 




When a current traverses the coils it polarises their cores 
in reverse directions ; that is to say, when the end and con- 
tinuation p of the core in front are south-polar, the correspond- 
ing end of the other core, with its continuation n will be ren- 
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dered north-polar — the reverse polarities being, of course, at 
the further end — and the faces of p and r on each side, having 
opposite magnetism, will attract each other. 

The attraction of these four poles in the same sense 
renders the instrument extremely delicate, and the force with 
which the poles tend to approach each other being very 
great, the instrument is well adapted for recording signals by 
scoring the style into the paper strip. 

When the current ceases, the printing-lever is brought 
back by means of the spring/, w V are the rollers between 
which a paper strip is drawn. The style, carried at one end 
of the beam, enters a groove in the middle of the roller w, 
when the other end of the beam is depressed. The play of 
the beam which tunfs on the axis, o, is limited by the 
adjusting screws u and %, The style is carried on the 
end of a screw, which enables the operator to regulate its 
position in the groove so as to indent the paper more or less 
legibly. 

When the current passes through the coils of the electro- 
magnets, the armatures are attracted to each other, and the 
style forced into the strip of paper underneath the groove, 
where it is held while the current lasts, and as the paper 
during this time continues to be drawn through, a long or 
short score is produced, according to the time which the 
transmitting key is held down. 

70. Direct'Uoorking Eecorders, — ^The great force necessary 
to press the Style with sufficient firmness against the paper 
strip, and the consequent employment of a relay and local 
battery, were obviated by the invention of M. Thomas 
John, a Hungarian employe of the Austrian Telegraph Direc- 
tion. This was one of the first methods of direct recording 
made known in Europe ; * it was patented in France in 
1856. 

In his apparatus the marks were nladld* upoli th^ p^per 

* Mr. Morse informs us that a similar construction was suggested 
by him, and is contained in his patent of 1^7^ 
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strip by means of a small circular disc of metal kept revolving 
in a dish of coloured fluid, and pressed gently against the 
paper, when the armature of the electro-magnet was attracted. 
Beyond this, all the rest of the Morse arrangements of 
clockwork, &c., remained unaltered. The object of the 
invention was solely to diminish the force necessary for mark- 
ing the paper, so that the electro-magnets might be able to 
work the beam when inserted directly in the line. The 
apparatus, as constructed by the inventor, was by no 
means a piece of elaborate workmanship, nor were his 
arrangements of levers and paper guides quite so commo- 
dious as was desirable; but the happy fate of the Morse 
system is, probably, in no slight degree indebted to this 
idea. 

In Fig. 89 the clockwork is left out. e is the electro- 
magnet, whose armature, d, is affixed to one end of the beam, 
A 0, and plays between adjusting screws. The beam is sup- 
ported at z, and has on its shorter arm, a, a connecting rod, 
B, hinging at h on the horizontal arm of the bent lever, hln, 
which turas on an axis at xj At m the lever carries the 
printing-disc, the lower segmeM of which is immersed in a 
dish of Indian ink, b. On the axis of this printing-disc is a 
small puUey, p, with a cord passing over, and receiving 
motion from the pulley p' below.- p' is attached to a drum, 
Q, which revolves with it. The paper strip, shown in the 
figure by dotted lines, is led to the apparatus from v under- 
neath a guide-drum, h, at the back of the drum, q, which it 
rubs against and turns round (thereby imparting a rotary 
motion to p, p', and to the printing-disc), behind the drum, i, 
over a knife-edge, s, and across the stage, l o, where the 
message is read off. The purpose of the knife-edge, s, is to 
present a sharp comer of the paper to the printing-disc in 
order that it may receive well-defined marks. 

When the electro-magnet is in action, the armature, d, is 
attracted, the connecting-rod lifted up, and the inking-disc, 
which needs not be at a greater distance than half a milli- 
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metre, pressed gently against the paper on the part which is 
travelling at the moment over the edge s. During this time 
the motion of the paper keeps the printing-disc revolving in 




Fig.89. 



the dish, which causes a £reshly-inked surface to be always 
presented. 

71. The Direct-working Ink-Becorder of Beavdoin and 
THgney,"^ — The difficulties in the way of the arrangement 
proposed by M. John were well considered by Digney, who 
modified it accordingly, vdth the view of rendering it 
simpler in its construction and surer in its efifeets. In- 
stead of making the printing- disc approach the paper 
strip, Digney lifts the paper up to the disc, which he keeps 

* <* Beyue des ApplicatiooB de rElectricit^ en 1857-8," par Du 
Moncel, p. 169. 
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Totating on a fixed axis, moved by the same mechanism 
which draws the paper through. Over the top of the disc 
he places a roller of felt or cloth, moistened with oil-colour, 
which turns by the friction of the printing-disc, and keeps 
the periphery of the latter always freshly inked. The p^er 
strip passes underneath the disc, over a knife-edge, forming 
the continuation of a beam, carr3dng, at its other end, the 
armature of the electro-magnet. When the latter is attracted, 
therefore, the knife-edge presses the paper against the revolv- 
ing disc. John's idea is thus reversed, but the principle 
remains the same. 

Fig. 40 represents an elevation of the apparatus, the clock- 
work being in the interior. The parts turned directly by 
the clockwork are the roller, b, and the printing-disc, d. The 
paper strip is drawn from the drum, p, through the slit, g, 
under the guide-pulley, u, between the printing-disc, d, and 
knife-edge, e, between the rollers, b and Ri, and across the 
horizontal stage, 8. The jockey-roller, Ri, turning freely 
within the frame, f, and pressed down by the spring, y, holds 
the paper strip tight upon the roller, b, so that, as the latter 
turns round, a progressive motion is imparted to it. The 
jockey, bi, can be lifted up from the paper by turning the 
lever, h, to the left. The force with which it presses upon 
the paper on the roller, b, is regulated by means of the 
adjusting screw, «, against which the end of the spring, y, 
abuts. T is the feeding roller of felt, kept moist with fresh 
oil-colour, and turning freely on its axis in a frame sup- 
ported on a regulating-screw on the axis, b. The purpose 
of the screw is to move the roller in or out a little to 
prevent its surface always riding over the disc in the same 
line. 

The axis, b, consists of a pin fixed in the side of the appa- 
ratus, from which the frame containing t can be easily 
removed, t rests, when at work, a little obliquely, by its 
own weight only, on the top of the printing-disc, with which 
it revolves. 
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M is the electro-magnet, a its armature, supported by the 
beam, l l, turning on its axis, i, and is held in its position 
of rest by the spring,/, stretched between a right-angled 
arm, Z, of the beam and the adjusting screw, Si* 

When the armature is attracted to the poles of the electro- 




FtR 40. 

magnet, the knife-edge, forming the end of the continuation, 
K K, of the beam, is raised, and lifts the paper against the 
disc D, which revolves in the reverse direction to that of b 
and to the passage of the papet, against which it rubs so 
long as the armature is kept down. On the cessation of the 
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current the spring pulls back the beam, and the paper strip 
falls off the disc. 

This instrument is worked without relay and local battery, 
and has become a great favourite with employes who are 
unable to read by the ear ; the deciphering of inked letters 
being infinitely less fatiguing than that of embossed. The 
renewal of inli, when the apparatus is in full work, is not 
required more than once a day. 

Thus the principal difficulties in the way of the Morse 
apparatus are removed. The Digney instrument has been 
found by the French Administration of Telegraphs to work 
so well, that they have adopted it for use on the Government 
lines in France and the colonies. This success is in a great 
measure due to the nice discrimination between the sizes of 
the movable and fixed portions of the apparatus having 
reduced the vis inertia of levers, armatures, &c., to a mini- 
mum, whilst amply sufficient strength is insured to effect 
the complete marking of the paper. 

M. Guillemin, in 1862, made a series of interesting expe- 
riments with this apparatus to determine the maximum 
number of elementary signals, and, consequently, how many 
words it was capable of recording in a given time. The 
transmitting apparatus he employed consisted of four wheels 
of twenty-five centimetres diameter on a common axis : one 
of them made dots, the second dashes, whilst the two others 
served to discharge the line after every elementary signal. 
The words France and PariSy which in the Morse alphabet 
represent a mean of the French words, were repeated on a 
line of 750 kilometres, in fine weather, thirty times per 
minute, and in wet weather he easily attained the rate of 
forty words. On a line of 460 kilometres, passing by Le 
Havre, the reception was augmented to seventy-five words 
per minute — six times that which the employes are able to 
attain with the hand. 

72. Direct-working Ink-Writers of Siemens and Halske. — 
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An important modification of Digney's instrument is made 
by Siemens and Halske, who substitute a small inverted 
bottle containing ink, and secured by a felt stopper, for 
the inking-roller of felt, described in the preceding para- 
graphs. 

This arrangement is represented in Fig. 41. b b is a small 
inverted glass bottle containing the printing fluid ; its neck 
is cemented into a brass ring, c, fitting into a collar, d. At 
the back of the collar is a horizontal hollow axis, e, supported 
by a pin fixed in the side of the apparatus, on which the 
whole thing turns, and from which it may be removed in the 
same wav as Digney's felt roller. A stopper of thick felt,//, 




Fig. 41. 

is put into the mouth of the bottle to allow the colouring 
fluid to come through very gradually. The bottle presses, 
by its own weight, upon the printing-disc, which is in con- 
nection with the clockwork, and performs the same functions 
as the corresponding member of Digney's instrument — ^print- 
ing on the upper side of the paper strip, p p, which is lifted 
by the knife-edge, k. 

Both this method and that of Digney are not entirely 
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without objection, however, on account of the printing-disc 
and paper being underneath the reservoir of ink, from which, 
when the apparatus stands inactive for some time, the 
colourmg fluid runs down and makes a blot on the paper ; 
besides this, they are both liable to the objection that th€ 
surface of the felt quickly dries up in warm weather. 

To remedy these defects, Siemens and Halske have mad« 
a second and still more valuable improvement in the inking 
process. It consists in again reversing the order of things, 
in making the printing-disc revolve with its lower half 
immersed in a dish of coloured fluid, and in lifting the disc 
up against the paper, which runs above it, instead of pressing 
the paper against the disc. This is the perfection of the 
mechanical arrangements which M. John was able, only in an 
incomplete way, to carry outl 

This modification is shown in Fig. 42. a is a glass phial 
cemented into a brass neck, a, supported between screw- 




Fig. 42. 



points at n, and by the point of the levelling screw, b. 
The fore part of the brass neck, a, is cut out in a curve, and 
forms a gutter, in which the lower half of the printing-disc, e, 
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dips. At e2 a round hole in the npper part of the neck, 
nsually covered by a metal cap, facilitates the filling of 
the phial. The index, «, is intended to gnide the operator 
in adjusting the niveau of the printing fluid in the phial, so 
as to cover the requisite segment of thp disc, c, 

78. M. P. Vinay, of Paris, has cpnstructed a Morse ink- 
recorder^ in which the inking arrangement differs from the 
constructions of both Digney and Siemens. The apparatus 
is provided with a disc, d d (Fig. 43), rotating ip a scraper, 
the lower part rubbing against a piece of inked felt contained 
in a shallow di^h, h. On the upper left-hand side of the 
disc rides a little jockey-disc, c, which turns upon an axis in 
the frame, e. This frame turns upon an axis in the bearings, 
K, An arin^ b' b\ attached to ike frame, is provided with a 
pin held by a fork at the end of the writing-bean^. The paper 
strip is drawn between the rollers, b ai^d b', over thp pulley b. 




where it is struck by the disc c, whenever the armature 
of the electro-magnet is attracted and the writing-beam 
lifted, turning the frame, e, on its axis. By this arrange- 
ment the disc which marks the paper is never overloaded 
with ink, 

74. A very convenient form of ink- writer has been con- 
structed by M. Breguet, in which he has placed the electro- 



Digitized by 



Google 



THE ELECTRIC TELEGRAPH. 95 

magnet horizontally upon the base-board of the instrument, 
and the paper roller above them, as is shown in Fig. 44. 
The clockwork does not differ materially from that in the 
ordinary Morse recorder. The paper strip is drawn from 
the roller by the passing over the rotating cylinder, n, upon 
which it is pressed by the jockey-cylinder, n'. It passes 
over a guide, a, underneath a hollow drum, b, whose surface 
is roughened, and then over the thin steel roller, i. The 
writing-disc, tti, upon which the felt ink-roller, t, rides, is 
carried upon the upper end of a vertical lever, I I, whose 
lower end carries the soft-iron armature of the electro-magnet, 
E. A rotatory motion is imparted to the writing- disc by a 
pinion attached to it, engaging with the teeth of a wheel 
attached to the drum, b, which i^ turned by the paper strip 
in passing. This form of Morse apparatus allows the signals 
to be read off as they are given, thereby enabling the clerk 
at the receiving station to stop his correspondent and get a 
doubtful word repeated, withput having to wait for the 
signals to pass first through the drawing-rollers, as in the 
ordinary form of Morse apparatifs. 

75. Sortai8*s Self -starting and Stopping Morse, — ^Amongst 
the various modifications interesting and useful, we must men- 
tion also one upon which M. Sortais, of Lisieiix, has ex- 
pended much time and money- — that of rendering the starting 
and stopping of the paper strip automatic. 

With the usual Morse receiver, when the telegraphist 
hears the signal for commencing a correspondence, he 
releases the clockwork and lets the paper run. In case of 
absence or inattention, the message cannot be received. To 
remedy this evil, various inventors, and amongst them M. 
Sortais, have proposed arrangements for making the Morse 
clockwork self-releasing, so that the paper of the receiving 
station is started by the telegraphist who transmits. His 
releaser is made as follows : — The last horizontal axis of the 
clockwork carries a wheel, m (Fig. 45), which gears into an 
endless screw, p, upon a vertical axis. A thin spiral steel 
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spring, p, is fixed, at its nppet dnd, to tliis shaft, and, at its 
lower, to a horizontal arm, n, which turns upon the shaft. 
A single projecting to(^, niy on the axis qf ike wheel m, 
tnrtis a ratchet-wheel, o, npon an axis filed in the side of 
the apparatus. This wheel carries, on one sid^, a bent wire, 
h if land, on the other, a counterpoise, i\ of ten grammes, 
at the extremity of an arm, h\ tending always to turn 
the ratchet and lift the bent wire away frqm the arm, n, 
iagdnst which it rests. This is, bpwerer, preyented by a 




«Kck^ B, held down upon tiie wheel by a weak Spring. On 
Hk^ click, B, is a pin, d, which goes through a hole in the 
8id<9 of the apparatus, and is so placed that the writing lever, 
^en deflected half-way between its highest and lowest 
joints, will strike against it. In repose, the arm, n, rests 
«fgafmrt the etid, t, and the force with whiph the wh^elwork 
t«Dds to tarn ihe endless-scr^w ukt^ \^ bfdai^ced by the 

p 
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toDsion of the spiral spring, p. When a current is received 
the writing-lever is deflected, strikes the pin, d, raises the 
click, and lets the ratchet-wheel turn round with its connter- 
poise, releasing the catch, n, from the wire, t. As long as 
currents are heing sent, the click is continually heing struck 
out of gear. When the reception ceases, the click keeps 
every tooth of the ratchet which is pushed forward by the 
tooth, m, until the wire again blocks the way, and prevents 
the rotation of the catch. The use of the spring, p, is to 
allow the tooth, m, to get clear of the ratchet-wheel, so as 
not to prevent its release. 

76. The principle of self-starting and stopping has also been 
applied by Messrs. Siemens and Halske in a Morse appa- 
ratus of very beautiful construction, in which the electro- 
magnet and armature ^e polarised as in their polarised relay 
already described. A strong angular permanent steel magnet 
polarises the two cores of an electro-magnet, which both par- 
take of north polarity; while between their ends the printing- 
beam of soft iron, moving on an axis in the other end of the 
permanent magnet, has the opposite polarity. 

The clockwork does not, in any material point, differ from 
that of the ordinary instruments. A hollow drum is turned 
by means of a mainspring in its interior, which also puts in 
motion the entire /train of wheels, as well as the printing 
and driving rollers. A fly regjolates the motion of the 
whole. 

. The self- starting apparatus is arranged as follows : — Close 
to the electro-magnet of the printing lever is a smaller 
electro-magnet, a b. Fig. 46, called the releasing magnet, 
the coils of which are in the same circuit as those pf ^be 
larger one. When a current passes, therefore, through, both 
their armatures are attracted at the same instant. T^ 
armature, o, . of the releasing magnet is carried by the 
releasing beam, turning on' the axis h. . At the other end of 
the releasing beam is a friction- spring, o e, which, when the 
aimiature is in its position of rest, presseis upon the ivoiy 
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break-wheel, f, by means of a weight. The last wheel of the 
system is carried npon the axis on which the break, f, and a 
fly are fixed. The clockwork is therefore stopped when the 
tfrnature is at rest, or wh^n no current pasGies, When, how- 




Fic 46. 

ever, the armature is attracted, the frictiqn-spripg, e, is raised 
from F, and the clockwork starts ; a boot, i, ht^nging from 
the beam and resting on the rim of the revolving drum, m, is 
lifted np, and continues to dance upqn the rim by the 
friction of the drum in revolving. After the current ceases 
the armature is released, and the boot, descending on the 
drum, is carried off by the rots^tiQQ, not allowing the spring 
E to atpp the clockwork until after the last current has ceased 
for some seconds. The starting of the clockwork may be 
effected at pleasi^re by the operator, by raising the friction- 
spring E, and it n\ay be stopped by pressing it against the 
ivory lyr^ak-wh^^l, 

77. Tr(irTL8lati9ti or Be-tranmission of Morse Signals, — On 
long telegra-ph circuits, where the wires are insulated by 
the ordinary means of suspension, a considerable decrease in 
the intensity of the currents which leave the transmitting 
station occurs before they reach their destination ; and this 
waste it is impossible to prevent. If no other causes were 
present, the resistance of; the wire, combined with the fact 
that no absolute insulation, even under the most favourably 
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conditions, exists, would alone put a liiiiit to the lefigth of 
line on which it would be possible to Work direct. iBut thid 
limit is, in practice, very considerably contracted) as the 
methods of insulation employed are ^ways liable to tem- 
porary derangements by dampness of the atmosphere, dirt, 
and other causes, which account for the innumerable little 
shunts that a current finds all along the line, and by which 
it tries its utmost to get back, without going to the end of 
the line. 

Imagine a long line between two distant stations, A 
and E, with three intermediate stations, B, C, and D, 
also far apart. If A wanted to send a message to E, the 
line being too long and the leakage of the current too great, 
it would have to send the message first to £ ; £ would re- 
ceive it and forward it to C ; C, in like manner, to D ; and, 
lastly, D to E. This method was adopted once, and not only 
took much valuable time, but was found to be a prolific 
source of mistakes, which crept into the unfortunate de- 
spatches so transmitted. 

The arrangement introduced by Morse, described befo)re, 
to remedy these inconveniences, remained for some years in 
abeyance. At length a modification of his plan was adopted. 
It consists in making the printing lovei of the instniitient 
at station £ perform the functions of a transmitting key for 
the line between £ and C, and, by the motions imparted to 
it by the currents arriving from A, of sending the curirents 
of another battery on to C. At C the instrument doed the 
same, and so on, until the despatch finally reaches E, in ^e 
same signals, and practically at the same instant as the de* 
spatch leaves the hand of the operator at A. The manipulatioi: 
at the intermediate stations is therefore performed by th^ 
apparatus without the least interference on the part of tii^ 
employSs, 

Fig. 47 is a plan ishowing the manner iii which ikb ptint* 
ing-beam of the Morse apparatus ib anratiged to perfoitti thii 
duty* Li, L) are Uie up and down lines. A eurrent nrnfiviag 
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by Lj passes through the coils, m m% of the electro-m^^et to 

earth, and back to the transmittin gestation. The beam, b, of 

the recording apparatus is deflected from its position of rest 

OA the contact screw 1, and makes 

contact with the screw 2. A cir- ' 

cuit is thus closed: — ^Earth, o 

(battery), z, 2, b, L2, line to the 

next station on the side of L3, 

recording apparatus, and earth. 

Through this circuit the current of 

the battery, ss, passes as long as ^ -g- 

the current from l^ attracts the [c 

{yrmature, and keeps the beam b ^ — 

against the contact 2. 

It is evident, therefore, that the 
currents arriving by li, and trans- 
mitted along I12, exactly correspond with each other, and 
that, with regard to the battery ss, and the line L9, th^ 



JEkirlh. 



Fig. 47. 




Fig. 48. 



b^iam, by of the apparatus in the figure replaces a common 
transmitting key. 

Each station corresponding with two lines, howciver, is 
ifa^O0t invariably provided with two instruments, so that 
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correspondence in both directions may be carried on at the 
same time. 

When this is the case, the two instruments are connected 
up, as is shown in the plan Fig. 48, in which the necessary 
commutators for altering the position of the apparatus for 
other uses are left out. The currents arriving by li on the 
left go across to the beam 1 of the Morse apparatus, H2, on 
the right, which remains passive, through contact, 2, to coils 




Fiff.40. 

of Morse h^ on the left, earth, &c. Each movement of the 
beam of the latter closes the circuit of the line-battery, 
o z, with the line L3> through 0, 8 (beam of Morse 
^1), 1, L3, opposite station apparatus, earth, back to z of 
battery. 

78. VarUy's Translating Apparatm, — ^A highly ingenioub 
arrangement has been invented by Mr. C. F. Yarley, formerly 
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engineer to the Electric and International Telegraph Com- 
pany, and is used on that company's lines. 

A theoretical plan of the system, arranged for a trans- 
lating station, with two Morse apparatus, • is shown in 
Fig. 49, in which the letters and other indications of the 
various pieces on the hoard correspond, those <nx the right 
being distinguished by dashes, o is a galvanoscope, pro- 
vided with two separate coils of wire of different lengths, 
the purpose 6i which is, that the outgoing currents^ having 
their full strength, may pass through the shorter coil, and 
the arriving currents, which are comparatively weak, through 
the longer. A single galvanoscope is thus used for showing 
the strengths of both the currents. The shorter coil, or 
that intended for showing the transmitted currents, may be 
short-circuited by means of a contact-peg inserted in a hole 
between two terminals. 

K is a transmitting key of ordinary construction^ 

Iff is an embossing apparatus precisely similar to those 
ordinarily used on Morse circuits. 

B, and Bg are two polarised relays of the construction in- 
vented by Mr. Yarley, each consisting of a soft-iron bar 
turning horizontally on points within the two coils of a 
cylindrical electro-magnet* Each end of the bar plays 
between the poles of a permanent horse-shoe magnet. The 
contacts 1 and 2 limit its motion ; 1 being a platinum point 
forming, with the soft-iron bar, part of the local circuit ; and 
2 an insulated rest. 

One of the relays, b„ is used for closing the circuit of the 
Morse instrument, and that of a key or spacing apparatus ; 
and the other, Bi, for closing the circuit of the spacing appa- 
ratus alone. 

The spacing apparatus, s, performs the functions of a 
key; it consists of a metal beam, with an armature of soft 
iron at one end, held in close proximity to the poles of an 
electro-magnet. The beam is supplied with two contact 
points, one at each end, which strike upon two upright anvils. 
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uad is held by a spiaral spring upon the repomng oQtt^ 
tact 2 until the annatore is attracted by the electro- 
magnet, when it is deflected and makes eontact with the 
ither anvil, 1. 

An important adjunct to this apparatus is a series of iadite- 
tion plates, i, cdnnected across the teripinals of the coils of a. 
It is composed Of several similar plates of lead or carbon, made 
up in the fom of a battery, and charged with dilute sul- 
phuric acid. By itself a system of this kind gives no 
current, but it becomes polarised by the current of a battery 
being sent through it ; and on removing the battery and 
replacing it by a conductor, a current passes through the 
latter in the reverse direction to the battery eurrent, decreas- 
ing in strength until the polarisation is neutralised. Its 
purpose, in this instance, is to prevent, for a moment, the 
armature of the spacing apparatus being released from the 
poles of its electro-magnet when the circuit of the loeal 
battery is interrupted by the relay on the cessation of the 
positive current in the line. The polarisation current mag- 
netises the cores before the armature is released, and retains 
the beam on the contact 1 until the opposite current in the 
line deflects the bar of the relay^ b, which qloaeB, the local 
eircuit ineludipg the electro-pagnet of the spaqiug appa- 
ratus. 

Oi and On are two eiwitches for altering thepoctition of the 
aj>parati;s to suit the requirements of the service. The for- 
mer — ^the line switch — ^is for directing the linei on one ride 
for translation, and on the other for ordinary reception from, 
and transmission of, signals to the station on the side of the 
switch ; the latter, or key switch, is for arranging the bo^rd 
for sending or receiving. 

When the apparatus is connected up for translation, which 
is done by simply turning over the imm of the switches Ci 
and On to their contacts, 2, a positive current arri^^ing by 
the line L, on the left-hand side, has to pass throu^ the 
longer coil, 1, of the galvanoscope» o, of apparatus ^o. 1, 
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by Qi to the point 2, and from this dir^t by the leading wire, 
across to apparatus No. 2, where it passes passively over the 
printing-beam, 8, of the Mor^e ipstrument, Mi, by the contact 
screw 1, to the beam of the spacing apparatus, over which 
it also passes passively to the reposing contact 2 ; from this 
back again to apparatus No. }, where it traverses in succes- 
sion the coils of the two relays, and fbaally, by wire w^, passes 
through the shorter coil, 2, of the galyanoscope, and goes to 
earth at the plate marked ** Ea;rth," 

The coils of the relays, bi and B2, being connected up 
so tliat the current circulates in reverse directions in them, 
the positive ci;Lrrent, vhicb we are considering,, can only 
deflect the armature of bs, which closes that side of the 
local circuit containing both Morse and spacing apparatus, 
the beams of both which will h^ depressed. 

The beam of the Morse, m, being connected by means of 
the line switch o'x, through e', with the down line i^ ; apd 
the contact poipt 2, on which the beam of the Morse strikes, 
being connected by wire, w, with the copper pole of the 
battery, c i&^sk positive current passes &om o e (tc^, 2 m, 8, 
0',, 3, o'l) to Lp 

DoriQg this time, the armature of the spacing apparatus, 
although drawn down, has sent no current ii\to the line, 
because its circuit is interrupted by the depression of the 
printing-beam of h from the contact screw 1. When the 
line current in l stops, the tongue of the relay, B3, falls back 
on the insulated rest 1, the local circuit is interrupted, and 
the beam 8 of m returns to the reposing contact 1. The 
be^un of the spacing apparatus, s, is, however, not released at 
the same moment, because the current of the polarisation 
battery, i, has quickly reversed the magnetism of the coils of 
s, before the armature had time to get away. And a negative 
current immediately following the positive one by the line l, 
defleetf now the bar of the other rtiis^x Mt which oloses that 
part of the local circuit containing the spacing apparatus 
PqIj. The be^m of s is therefore retained during t^e 
f8 
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continuance erf this current, and a negative current passes 
intb th^ dbwn line from e z {w^, contact 1 and beam of s, 
contact 1 and bed.m 8 of m, to (fi, 2 o^, 1) to l^. 

On the interruption of this negative line current in l, the 
polarisation battery performs its functions again. 

When the translation is from the dbwn to the up line, the 
connections remain precisely the same ; the Morse spacing 
apparatus and relays, however, are in action on the other 
side, whilst those on the left become passive. 

Signals are given to the line l by turning the iSiwitch, Oi, on 
1, and Cq on 2. The positive current given by pressing 
down the key then goes in the circuit e, o^ w; 1, and 2 (of 
key) C3ix 2, o^ 1, o 1, l ; the negative, when the key rests on 
the reposing contact 8^ paSses in the direction e z u% 8 and 
2 (of key), Cn 2, ci 1, o 1, l, &c. 

To receive from the Same side, Oi is put On colitafet 1, and 
On on 1. The arriving current from l goes through o 1, Cj 1, 
0|i 1, w;4, coils of both relays, W2, o 2, and earth. When 
the arriving current is positive, it deflects the bar of relay B2, 
and closes the local circuit of the Morse and spacing- 
apparatus ; when negative, it deflects the bar of Bi^ and 
closes the local circuit of the spacing apparatus only. 

79. The Polarised Ink Recorder used as a Submarine Key 
— Translation. — The manner in which the ordinary Morse 
apparatus is connected up for trp,nslation has already been 
explained. It is performed witil the polarised apparatus as 
follows : — • * 

When the tongue of the relay Oi, Fig. 50, of the receiving 
apparatus is deflected against the local contact, the local 
battery is put into circuit, and the printing instrument draws 
the beam h, from the screw 2 to the screw 8, the former 
being connected with the counteracting battery, — k, and the 
latter with the line battery, -h k. When the printing-beam 
is connected by Sj and I with the line Lg, supposing the 
printing lever, H2, to be resting against the contact 2, a nega- 
tive current enters the line L2 in the following way : K, 
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earth, opposite station apparatus, ii2, I, S3, hi, 2, — e. !&at 
when the printing lever, Hi, is attached to the contact 8, a 
positive current enters the line l, as follows : 4. e, 8, h,, s,, 
i, Lg, opposite station apparatus, earth, +k. 

It is therefore evident that the printing insttument will 
translate any signals it may receive to the next station. As 
there is no communication hetween the line and the point si, 
the discharge current does not pass through the relay. 




Suppose now the relay, <»2» placed iii circuit foir reception of 
fignals, by transferring the switch from S2 to Sj, the arm 2, in , 
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going over, robs against the earth contact, Ss, and cmiseqnenUy 
the line will be discharged before being connected witl^ th^ 
relay. 

At the back of the apparatus, the axis gnpp<»rting the 
releasing lever carries also a commatating bean^ uddch, 
when at rest, makes contact with s,, in connecti<m with ij^ 








relay ; but when the armature of the small electro-magnet 
is attracted, the oommutating lever makes contact at the 
point 8,, in communication with the printing lever. The 
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discharge of ibe line is effected by lAQans of the boot i. 
Fig. 46. This boot is insulated at, the, toe and heel, but not 
in the middle of the sole, so that, either in a state of reposQ 
or when dancing, no electrical cQn^eK^tioi^ exists between the 
boot, that is to say, the lever q h o, and the drum m. Ah 
soon, hqwever, as the current ce^ses;, and the boot is pushed 
sideways, the conductor, let into the middle of the sole, 
cQmes into contact with an insulated pla:tinum rii)g on thci 
edgQ of the drum, and communicates through the spring, s,, 
with e^vrth. The course of the current is show^ in Fig. 51. 
In repose it would b6 as follows : l,, Z, a,u <^8i earth, oppQ- 
site station instrument, l^. 

In this position the relay is in circuit. If, however, tha 
printing lever, h„ be attracted (through the agency of an 
inw^d current through Li), the releasing magnet, m, will 
at the same instant attract the lever I to the contact 9,, 
and thus break the relay circi^t at s,. The course of th^ 
current will then b^ as follows: + n., 8, printing lever,, 
Ss» ^1 l^t opposite station instrument» earthy + e ; and as 
goon as the printing lever makes contact at 2, as follows : 
— K, earth, opposite station instrumemt, ii2, I, &2* printing- 
beam, Hp 2, — K. 

Lastly, if the conducting sole of the boot be in contact 
with the platinum ring, q,^ of the drum, the following will 
be the manner of discharging the line; L2, l, n, Op s,, 
earth, 

80. The Translation Spring, — ^In translating, the introduc- 
tion of the main and counteracting batteries into the line ifk 
eJSooied by means of the printing-beam, in order that when 
intermediate stations connect up for translation, the signals. 
mi^ be p(M99ed throngh the whole with no interference on 
the purt of the employes. When the printing-beam, id 
4r%iir^ froin the upper contact, 2, to the lower one, 8, by th* 
gi^Yfuu^ current, a certain interval is necessary, and thift 
JAt#fval would be subtrac^ted from the tim^ th^ ajrmatnre is. 
actually held down, and consequentiy from the lengths of 
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signals on the paper. The printing-heam would, therefore^ 
actually he attracted for a shorter space of time than the 
key is held down at the sending station* The diminution 
would he repeated at each following station, so that, in £me, 
if there were several stations translating, the primary sig- 
nals would have to he transmitted very slowly, in order 
that they might he legihly received at the terminal in- 
strument. This is remedied in an ingenious way by the 
translating spring, which is situated under the printing 
heam, and immediately above the contact point 8< ' As 
soon as the heam commences its downward motion, follow- 
ing the attraction of the armature, the spring touches the 
contact point ; and when the beam leaves the point, the 
spring still presses upon it for a time, and only separates 
from it at the last moment, so that the manipulator need not 
give any especial attention to the length of his signals in 
working the key, as they will be transmitted exactly as he 
sends them, provided the line be properly discharged. 

81. Complete Submarine Board, — Siemens and Halske have 
arranged their polarised relay, polarised recording instru- 
ment, and submarine key upon a board ready for use in 
making the battery, earth, and line connections. • 

Fig. 62 gives a theoretical plan of the connections of two 
such boards at a translation station, and Fig. 53 the arrange- 
ment of the different parts of one of these boards, b b 
(Fig. 58) are the galvanoscopes, o the translation commuta- 
tor, D the submarine key, f the current commutator, o the 
relay, h the printing instrument, and m the circuit-breaker^ 
Behind the galvanoscopes, b b, are fourteen terminal screws, 
to which the wires leading from the apparatus are brought^ 
their arrangement being as follows : l is the line wire, £ the 
earth wire, c copper pole, and z -zinc pole of battery ^ . The 
local circuit, indicated by dotted lines, shows the terminally 
between which the local battery is connected. The remain-: 
ing terminals, i, i, n, ii, &c.^ are for the connections between 
the two slabs. 
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The following are the different positions of the comma- 
tators, &c., for different uses of the apparatus : — 

1. The Apparatus as Terminal Station. 

Position I. 

Both translation commutators are stoppered at 8. Both 
current commutators are at 1. Contact cones in hoth the 
circuit-breakers. 

A) Apparatus I. (left) receives Signals. 

The current coming from I/, passes through the screw, L^, 
the galvanoscope (1, Bp 2), the translating commutator o,, 
. contact cone in Sy key (1, d,, 4), galvanoscope b,, current 
commutator (1, Pp 8), relay (1, g,, 2), current commutator 
(2, Pp 4), screw Z, circuit-breaker, Mp screw Ey and earth, 
and through the earth back to the battery of the sending 
station. 

The tongue of the relay, Gp is attracted against the metal 
contact point, and the local circuit closed as follows : — 

Local Battery (Z^ i, C), the screw A of the printing 
instrument, a, through the releasing magnet b, at the 
same time through both coils of printing magnet, B, 
to the relay. A, tongue, and metal contact By and back 
to the Z of the local battery. 

Thereupon both the magnets of the instrument are made 
to attract ; the releasing magnet sets the clockwork in motion, 
and the printing lever of the other magnet is held down until 
an opposite current coming from L, repels the tongue of the 
relay from the metal contact. 

B) The Apparatus J. is made to transmit Signals. 

The key. Dp is drawn sideways, so thai the spring, s^, is 
pressed against the contact 2. The counteracting battery, 
— K, is then in circuit as follows : — 



Digitized by 



Google 



113 THE EI^ECrrKlC TELEGRAPH^ 

(Z, — E, C), Z, Mp E, earth, opposite station apparatus, 
I/p lightning-guard A, Apparatus I. (1, Bp 2), (C|, 
S)f (1, Dp «,, 2), back to the battery, — k. 

A negative current, therefore, passes through the line and 
the relay of the opposite station, the tongue of which is 
oonsequently pressed firmly against the stone. 

When the key is depressed to give a signal, the positive 
battery, + k, is put into circuit thus : — 

(z, + K, o), 8, Dj, 1 (ci, s), (2, Bi, 1), Li, line, opposite 
station apparatus, earth, a» Mi, back to battery. 

2. Appabatus I. AND 11. Tbanslate. 
Position IL 

Both translation commutators in T. 

Both cunr«nt commutators at 1, and both circuit breakers 
stoppered. The self-releasing clockwork is in action in both 
instruments. In this case a positive current from the oppo- 
site station would take the following direction :-^ 

I/, (1, Bp 2), (Op T), I, I (1, ,, «„ 4), n, n, 4, b, (1, f,, 
a), (1, oi, 2), (2, Fi, 4), Z, M„ E, and through the 
earth to the opposite station battery. 

The relay, Gi, completes the local circuit, and therefore 
both magnets of the printing instrument, Hi, become active ; 
the releasing magnet allowing the clockwork to run, and the 
printing magnet working the beam. When, in so doing, the 
printing lever touches the contact 8, the battery, -f ^ is put 
in circuit with the line L% ; and when it touches the contact 
2, the counteracting battery, — x, will be similarly put in 
circuit with the same line. 
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8. ApPABATUS I. INTIffiMBPIATE BETWEEN BOTH LlNB^, 

Position m. 

g) For receiving legible signals from Li the oonunntators 
of Apparatus I. ^lust be respectively in 8 and 1. 

In Apparatus II. the translating commutator is in Df and 
communication with the earth cut off at M| and M^. 

h) For receiving signals from L^ on Apparatus J., the 
commutators are in 5 and 2 ; in Apparatus II., translating 
commutator in D, communication with the earth being cut off 
at M, and h^. 

When the commutator of the Apparatus IL is stoppered 
ii^ D, the latter instrument is entirely out of circuit, by the 
connection (o,, D) Z ; while a current coining from L will 
pass through Li, B\ (c*), «, 1, «,, 4 of D, Fu Gi, Fi, Z, 
Z, I) of 0,, and so on to I.,. 

In translating, both relays are in motion, but only one 
Morse apparatus — ^that on the side from which the mes- 
sage comes. 

82. MoTM Apparattis worked by Closed Circuit. — The 
method adopted by Kramer, and also by Morse in an early 
telegraph of his, of working by interruptions of a current 
instead of by occasional currents, has been taken up by 
Frisehen, and used by him on the Hanoverian railway lines 
for working the Morse instruments. 

A great advantage of this arrangement is that, on lines 
with several intermediate stations, only the terminal station 
requires to be provided with a line battery, whilst a 
local battery is necessary at each intermediate station. 
By this the cost of batteries is considerably reduced ; be- 
sides which, the relays, by reason of the uniform current, 
do not require often to be adjusted, and the employs 
is enabled to place confidence in the call signal without con- 
tinually having the apparatus under his eye. The last point 
is of particular importance when the employe intrusted with 
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the care of the apparatus has other business to attend to« 
whijch is often the case on railway lines. 

In arranging a Morse line for closed circuit between two 
stations, the line current must traverse the galvanometer, 
relays, and keys in such a way as to hold the tongues of the 
relays on their reposing or insulated contacts, ahd the galva- 
nometer needles permanently deflected. When a signal is 
given by interrupting the circuit, the force of the adjusting 



StutiffnX 




tin» 




spring of the ordinary relay, or the superior attraction 
of the nearer pole of the polarised relay, must be sufficient 
to overcome any residuary magnetism which may be in 
the cores of the electro-magnet, and by pulling it against 
the working contact, close the local battery and work the 
Morse. 
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Fig. 54 shows the connections of the apparatus for two 
stations with the Morse recorder, b and b' are the polarised 
relays, the coils of which are connected with line and with 
the levers of the keys, t and t', respectively. To the hack 
contacts of the keys are hronght the opposite poles of the 
two line hatteries ; l b having the zinc and l b' the copper 
pole to earth. The front contacts of the keys are used only 
as stops or anvils without electrical connections. Between the 
working contacts of the relays and their armatures, the local 
hatteries, b and b', and the Morse apparatus, m li", are inserted. 
Whilst the keys repose on the hack contacts, as shown in the 
figure, the currents of the two line hatteries circulate in the 
same direction through the line and coils of the relays : that 
of L b goes from z to ^ (earth), 'E of Station II., c, hattery 
L b' (whose current adds itself to that of l b), 2, hack contact 
of t', lever, coils of b', line, coils of b, over the lever t, and 
hack to c of L b. 

Frischen, who has more than any one else given his 
attention to the application of closed-circuit methods for 
railway and other lines, has constructed plans of connections 
for station apparatus, for translation hotween two lines 
worked hy closed circuit, and also for translation between a 
line with closed circuit and another worked with intermittent 
currents, and vice versdf which is often found useful in shunt- 
ing despatches between lines already arranged with different 
systems. 

88. Method of Translation between a Line with closed and 
one with open Circuit, — ^Fig. 55 gives a plan of connections 
for this operation, in which the single parts of the apparatus 
on the right-hand side differ from those on the left-hand side 
in being supplied with additional contacts of the switch and 
Morse. The line battery, l b, is divided in halves. 

It is supposed that Line . I. on the left, l, is worked by 
continuous, and Line II. on the right by intermittent 
currents. 

For station work, the continuous current circulating in 
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Line X. (a, relay, 2, switcli, s, k 1, back contact, l b» &c.) 
and earth is interrupted. The armature of b then goes 
from the insulated to the working contact, and closes th^ loeal 



Line I 




kTI^ZB 



Fig. 66. 



circuit by which the Morse, m, is moved. On the other wdei, 
the currents arriving, go frpm linei IE. (switch 2, s, k, I, 2, 
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b' fe) to earUi, and close the other local circoit, setting u' in 
diotion. To transmit a message from either side, ike arm 2 
of each of the switches rests on s, and the keys, &and e", ath 
simply manipulated* 

In translation, the arms of the switches rest on the ter- 
minals t. The continuous current circulates in Line I., r, 
2, T of switch, over to the right hand, f, d, l b, earth, &c. 

An interruption in this circuit causes tilie relay to work, 
and therefore the Morse m, which directs a cuitent, corre- 
sponding to each interruption of Line L, in the circuit t, l b, 
H, 2, G, to T of switch on the right-hand side, 2^ into 
Line U. 

A current &om Line U. passes through 2 and t of switch 
to Morse m, a, 1, coils of relay, b', to earth. The M(M*se h', 
thereby put in motion, interrupts the current of Line I. 
between the screw, f, and spring d ; and, by the separation 
of the beam of ic' from the upper contact h, divides the local 
circuit of m, which, therefore, in spite of the movement of 
its relay, remains passive. 

The armatures of b and b' are therefore continually 
attracted to the insulated contacts, and the local circuits ar^ 
open. When one of the keys is pressed down uppn its front 
contact and the circuit interrupted, the armatures of both thp 
relays are simultaneously released, falling upon their work- 
ing contacts, closing the local pircuits, and putting the Morse 
machines, h and k", in motion. 

84. Method of Translation between two Lines with closed Cir- 
cuit, — ^Fig. 56 represents a plan of connections for translation 
with closed circuits, b, and 'fL% are the relays of the twq 
apparatus at the intermediate station ; est two switches, 
which, when the arms are in the middle between t and s, 
establish contact between 1 and e ; when the arm of a switch 
rests on t, contact is made between it and t, and that between 
K and 1 interrupted by means of a cam of ivory on the arm, 
which lifts it up ; and, lastly, when the arm rests on &, con- 
tact is established between them, whilst that between t^ an^ 
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1 is also made, m and ^ are the two Morses of the usual 
constmotion, but with an additional contact at the end of 
tilie lever which makes and breaks contact between t of the 
switch and the line battery, s and k' are the manipulating 
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Fig. 66. 



keys, B the local battery common to both local circnits, and 
L B the line battery of the station. 

For sfttion work, the handles of the switches on both sides 
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are placed on s ; and the circnits of these and the correspond- 
ing terminal stations are established through the line, coils of 
the relay, arms and contact, s (of switches), 1 and 2 of kays, 
L B, earth, &c. The tongnes of the relays are therefore held 
on the insulated contacts. On breaking the line circuit at 
any point, the local circuits are closed, and the current of b 
goes through the coils of the printing instruments, which 
are set in action. 

For translation, the arms of the switches are shifted to 
the spring terminals, t ; the circulating current then takes its 
way through l', b', k and t (of switch), over to the other 
side, beam of Morse i^, d, line battery l b, earth, &c. The 
current of l b goes also to the Morse on the other side, 
switch T, k', relay B2, and l". 

86. Methods of Telegraphing in opposite Directions at the 
same Time in a Single Wire, — This feat was for ^ long time 
considered to be an impossible one. Judging from the plans 
employed for ordinary circuits, it was urged that, on sending 
currents of equal intensity in opposite directions from the 
ends of a single wire, they would eliminate each other, and 
no indications could be observed at the relay or other 
receiving apparatus. 

86. The problem was first solved in the year 1868 by 
Dr,. Gintl,* an Austrian telegraph director, a plan of whose 
arrangement is shown in Fig. 67. The conditions which it 
was necessary to observe were, that the relay or other 
receiving instrument at each of the stations should remain 
always in circuit with the line, and that the currents trans- 
mitted from either station should nevertheless not affect the 
relay of that station. 

These two conditions are fulfilled in Gintl's plan by the 
employment of a relay witili coils wound with two separate 
wires, in one of which the current of his line battery cir- 
culates, and in the other tiiat of an equating battery. These 

• Sohellen, p. 810. .. , 
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coils, wound in opposite ditecUons on ike cDted, have dqt^ 
and opposite magnetic effects on the relay wheii cofmect^d 
up in their proper circuits ; so that on pressing down th6 
key, although the Whole of the current of the line battery 
passes ihrough Uie relay, the latter remains perfeoliy im- 
atfected. For convenience of closing i^e drcuits of these two 
batteries at ihe same moment, Gintl employs a double key, 
a b c and a' b' c% consisting of two separate levers inStdated 
from each other, being connected together by an insttliEKting 
cro«i-piece, lind having ill &ont a common knob. 
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In the pircuit of one series <>f the coilis of i^e relay (ueraallj 
^e outer and thicker) are inserted, by means of the leading 
wires i and n, ih<& equating battery, and the front and tniddle 
pontacts, a and b, of the right side of the key. The frdnt 
contact pf the other side of t)ie key is coniieoted to the pbei- 
tive pole by the line batteryi the liegativiB pole beix^ to ebrih; 
the middle cottact, or lever* is connected with retnaming 
coild of the relay> and thence, on the 6ther side, to tiie line 
wire ; and the back contact of the key to earth. 

On pressing down the knob of the key, the current of the 
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line battery, l b, goes firom tiie + pole over the lever d h\ 
leading mre, terminal 1 of relay, liie interior coils, terminal 
2, throngh the Hne to b, where it passes from 8 throngh tiie 
interior coils of the relay, 4, key h' e\ 5, e, earth, and, at 
station a, b to the — pole of the battery. 

The current of the equating battery, at station a, goes, at 
the same time, through its circuit : +9 ^'^Ji ^f ^> h ^6 outer 
coils of the relay, n, &c., neutralising the effect of the line 
battery upon the relay. 

Suppose now that, while the key of station a is depressed, 
tiiat of station b is also pressed down, the line current from 
station b will pass from -|- of tiie battery through a\ V of 
the key, 4, coils of relay, 8, b to station a, where it will 
enter the coils of the relay at 2, and go from 1 over the key, 
t)\ a , through l b to earth, &c. Thus the equilibrium, pre- 
vionsly established by |be equating battery, is destroyed ; 
and the relay of a will give a signal corresponding to the 
length of time which b keeps down his key^ During also 
the whole tin^e that a keeps down his key, the relay of b 
will be affepted, whether the key at station b be pressed 
down or not, because, as we have seen, the effect of his 
own current on his relay is neutralised by his equating 
hattery. If, therefore, both stations work their apparatus at 
the same instant, signals will be given properly by the 
respective relays. 

There is only one position in which a perfect reception of 
the signals transmitted from one station is not attained by 
the other. It is when, during the manipulation at either of 
the stations, the lever of the key is removed from the back 
contacts, c c , until it touches the front contacts, a a', or vice 
ver$d. In these cases the line circuit is interrupted for an 
instant at b, and tiie signal which should bo given by the 
relay of the same station is disturbed. 

This is, however, a small evil compared with the great diffi- 
culty in retaining tiie compensation of the Une and equating 
batteries for any length of time. The plan adopted by Gintl 
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of using a thicker and shorter coil on his relay for the 
equating circuit occasioned the equating battery to expend 
itself quicker than the line battery, which encounters con> 
siderably more resistance ; and this continued diminution of 
the intensity of the compensating current, whilst the line 
battery kept nearly constant, caused a corresponding effect 
on the home relay, which often gave the operator some of 
his own signals back again, if he did not continually see to 
the strength of the currents. 

87. This system was first used on the line from Prague to 
Yienna, but difficulties soon induced Gintl to forego the 
attempt to work Morse instruments by this method, and to 
adopt instead a chemical telegraph, by which he obtained 
much better results.* 

The plan of this modification is shown in Fig. 58, in which 
a b ia the line wire from one station to the other, connected 




Fig. 58. 

at each end with a metal style, which rests on a strip of 
chemicaUy-prepared paper, supported on the under side by a 
metal contact. The two contacts are connected to the 4- poles 
of batteries e, the — poles being to earth. Between the metal 
styles and contacts are inserted resistances, and secondary 
or compensating batteries, whose currents traverse the paper 
strips in the reverse direction to those of the line batteries, 
and prevent the decomposition of the salts contained in the 
paper. 

♦ Dub's " Anwendimg," &c., p. 461. 
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Let the negative cnrrent of tiie line battery at station a 
go from E to earth, and tiie positive current from e through 
the metal supporting tiie paper strip, through tiie paj^r and 
the style to the line a &, in the direction of the arrows ; at 
station b it will go through the style, paper, contact rest, 
and line battery, to earth. In traversing the paper at sta- 
tion a, a decomposition of the salts would take place were 
it not for the counteracting battery s", whose current, of 
equal strength, passes from s' through w , style, pap^r, &c., 
preventing the chemical action, until a current, arriving 
from 5, or some such disturbance of the balance, causes an 
appreciable difference of the currents, enough to affect the 
paper. 

The value of the resistance w\ which is inserted in the 
circuit of the counteracting battery to balance the currents, 
may be calculated by the aid of Ohm*s law. 

Gintl subsequently employed a single key with five con- 
tacts instead of the double key just described. 

88. Plan of Frischen and Siemens-Halske. — ^About the same 
date (1854) Ihose celebrated engineers invented, independ- 
ently of each other, an improved system in telegraphing in 
opposite directions in a sinde wire at the same time ; their 
plan, by which tiie counteracting batteries and double keys — 
both sources of difficulty — are entirely 4isp«nsed with, 
possesses important advantages over the methods of Gintl, 
and brings the problem of telegraphing in opposite directions 
as near to perfection as is possible with the conditions of so 
delicate an arrangement. 

Fig. 59 represents the plan of connections of two stations, 
A and JB. The negative pole of the battery, e, is connected 
to earth, and the positive pole to the working contact of the 
ordinary transmitting key, e; the back contact being, as 
usual in the Morse plan, connected to earth. Instead of 
the common arrangement of putting the relay in the earth 
drcuit from the back of the key, it is inserted above the 
lever of the key. The relay consists of two coils, r and p, 
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of equal ^nd opposite magnetio effects. The coil r is con- 
nected between the lever of the key and line ; and the other 
coil, Jit between the lever and a resistance, b, to earth. 

When the resistances, r and^, are equal to each other, and 
s is equal to the sum of the resistances in the circuit of the 
line, L Li, and of one side, r^, of the relay at station B, &c., 
to earth, then, on pressing down the key, the current of e 
will be equally divided between the coils r and p, which, 
having equal and opposite magnetic effects on the needle or 
tongue of the relay, will produce no effect at A^ but will 

SMimA StaimB 





Fig.G9 

deflect the tongue of B's relay by passing through the coil 
ri. The same arrangements being made at station B, when 
the key ei is pressed dpwn also, it is evident that the deflec- 
tion of the armaturp of relay, b, will not bp dis(;urbed, 
because the magnetic effect of ihe home circuit is neutralised, 
as in the case of ^. 

But the current fron^ A can now no longer pass so directly 
to earth, in consequence of the interruption at the back 
contact of the key, ki. It has, however, two paths open to it : 
the one through Ej, and the other through ;7i andfii to earth. 
During the manipulation of the key in Gintl's apparatus, the 
circuit is interrupted during the instant whiph elapses betweei^ 
the breaking of one contajct ^d the m^ng of the other by 
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the key. Witii the method before as this cannot be the 
case ; the current passes from the line Lp through both the 
coils Ti and p^ of the relay, and b^, to earth. The current 
encounters, therefore, twice as much resistance — ^that is to 
say, that of the line, &c,, and that of % also, which are equal — 
and has, in consequence, only half the intensity it formerly 
had. The effect on tilie relay remains, however, the same, 
because tiie current has to pass through both the coils, r^ and 
Pj, which, being wound in opposite spirals, work now in the 
same sense and with double force upon the armature. At A 
the relay is also deflected, since the balance between the 
currents in r and p has been destroyed by the opposing cur- 
rent from Bf which passes, as in the case of the current 
arriving at station B, through both the coils, r and p, of the 
relay and the resistance, b. When at this moment the key, k, 
is let go back on to its reposing contact, the arriving current 
is shunted from p and b to the back contact of the key and 
short circuit, w. Only half the resistance now opposes the 
current, whose intensity is, therefore, doubled; but to 
balance this, as before, only half the relay is traversed by 
the current. 

One of the greatest benefits to be derived from this method of 
telegraphing in opposite directions is a system of repetition 
and control very necessary on some lines, by an arrangement 
of translation, by which a message transmitted by the employe 
from station A, for example, is not only received on the relay 
and Morse at station B, but also retransmitted by tiie Morse 
apparatus at B to station A, where it can be examined at once 
to be sure of its correctness. 

89. Methods of transmitting Ttuo Messages along a Single 
Line in the same Direction at the same Time, — The first 
success attained in this direction was by Stark of Vienna, in 
1855. His method consists of sending from the transmitting 
station, by two keys, two currents of different intensities, 
which, on arriving at the receiving station, each set a relay 
in motion. 
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The rtBlays are arranged in sncli a way that, when the 
weaker bnrrents traverse the line, only one of the relays is 
put in moti6n ; when the stronger cnrrent traverses the line, 
the other relay is affected ; and lastly, when both currents go 
together, both the relays respond to them. 

At the sending station Stark arranged two keys as in the 
plan Fig. 60 ; k being a simple Morse key, and k' a similar 
lever, snpplied at the back with an insulated earth contact, 
which it moves against the two anvils, 5 and 6. The usual 
front and back contacts of the keys are marked in the figure, 
1 and 8 respectively, and the levers 2. The battery, which 
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is cdnnected up in series, or one element after the other, is 
used in two unequal parts, b and c, the number of elements 
represented by h being double that of c. The battery, c, is 
^ut into circuit with the line by pressing down the key, k ; 
by by the key £" ; and both together by depressing both the 
keys at the same time. 

The copper pole of c is, therefore, connected to the con- 
tact 1 of E, the zinc pole of same to 5 of e^. Copper pole of 
b is connected with 1, and zinc pole with 6 of ^. Lever of 
k' is in connection with the bal;k contact, 8 of k ; line is 
brought to the Ibvei: 2 df k, and the back contact of k' goes 
to relay, &c. 
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When E alone is depressed, the currents of c pass from z 
(5 and 4 of £") to earth, and from c (1 and 2 of k) to line. 

When £" is depressed alone, the currents of b pass from z 
(6 and 4 of k") to earth, and from c (1 and 2 of k') to line. 

When both k and k' are depressed, the united currents of 
b and c pass from zinc of b (6 and 4 of e!) to earth, and from 
copper of c (1 and 2 of k) to line. 

By the depression of one or other or both the keys at the 
sending station, three currents are therefore produced, whose 
intensities are in the relation of 1, 2, 3. These currents we 
wiU call s, Sp and 83. 

At the receiving station all currents pass through two 
relays, i and n, Fig. 61. A common local battery, ei, serv^es 
both these instruments ; its zinc pole being connected with 
the tongue of each of them, and its copper pole with their 
metal contacts. The relay n is furnished with outer coils, 
which are put into circuit with another local battery; E2, and a 
resistance, b, by means of the tongue of relay i. 

The tongue of relay i is held on its insulated contact by 
a spiral spring, whose force is adjusted so that the currents s, 
or those of the portion, c, of the battery, are unable to move 
it, but so that it is easily moved by si and 82 — the currents 
of section, 6, and the whole. Eelay n, on the contrary, is 
adjusted delicately, so as to be deflected by the weaker 
currents. 

When, therefore, the key^ k, at the sending station is 
pressed down, the current of c is sent through the line, and 
passes through the coils of relays i and n to earth. Eelay i 
is unaffected, but relay n is put in action, and the Morse, 
Xp in the local circuit (ei, z, relay u, 3, 2, mi, c, &c.), prints 
whatever signals are given by k. 

When sf is depressed at the sending station, current s, is 
transmitted, and the tongue of relay i deflected against the 
local contact. Thus two local circuits are closed ; the first 
is that including the battery e,, b, and the extra coils of relay 
n, by which the action of the line current in this relay is 
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connteracted, and the tongue held still against the insulated 
contact; therefore m^ does not respond to these stronger 
currents. The second local circuit is that of the Morse, m, 
and battery e,. 

The intensity of the counteracting battery E2, whose mag- 
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Fig. 61. 

lietic effect upon the armature of relay n we will call s,, is 
fegulated by the interposed resistance, b, until it balances the 
niagne'tising power of the line current sent by e. 

The third case is that in which, during the manipulation 
df the two keys, both happen to be pressed down together. 
When this occurs, the current, Sg, of tilie whole battery goes 
through both the relays, i and n. Belay i is put in action as 
J>efore, and closes its printing circuit, and that of i^e counter- 
itcting battery E2. But as the opposite magnetic effect, s,, of 
the extra coils of relay n is only equal to that of s,, and since 
82 is equal to the sum of s and s,, it is evident that the relay 
n will be acted upon by the difference of the magnetic effects 
due to the line and the counteracting currents, or by s, 
which is precisely i^e same as Ihat produced when k alone 
is depressed. The Morse m, will therefore also be set in^ 
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motion. Combinations have been made, also, by which in a 
single line, at the same moment, two messages could be sent 
in one direction, whilst two were being received from the 
opposite direction ; and thus four independent communica- 
tions could be kept up. Other arrangements have also been 
made for telegraphing in the same direction at the same time 
to different stations along the line, both directly and by 
translation. 

Preece, Maron, Edlund, and others have invented also 
many similar and equally beautiful methods, all of which 
have been tried, but none of which have found their way 
to any extent to practical application; and the reason 
is very simply to be found in the varying resistance of tele- 
graph lines, and in the varying electro-motive forces of the 
batteries, which occaision the inconvenience of having to 
adjust the systems by means of resistances to compensate 
these disturbances. Both these systems of telegraphing in 
opposite directions, and of telegraphing in the same direction 
more than dne message at a time, must be looked upon as 
little more than ** feats of intellectual gymnastics " — ^very 
beautiful in their way, but qidte useless in a practical point 
of view. 

90. Stoehrer^n DovhU-Style Apparatm. — Stoehrer sought to 
remedy the inconveniences arising from the multiplicity of 
signals required in forming letters when only two elementary 
signals — ^the dot and dash, a^ in Morse's system — ^are em- 
ployed, by the employment of two electro-magnets, with 
separate printing-beams acting upon the same strip of paper. 

This method puts four elementary signals, instead of two, 
at his disposal for the construction of an a^habet ; and thuc 
places his method, in point of speed of working, on a level 
with the needle a|>^aratus of Wheat stone. 

The two beams of the Morse are not iuo'ved by the currents 
of two batteries, but by that of a single local battery directed 
to the one or other electro-magnet by a delicate relay which 
differs in its construction from those generally used; the 
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annatiirds being formed by two light permanent magnets 
Whose opposite poles are alternately attracted or repelled 
according to the direction of the current in the coils. It is 
of necessity very delicate in its action in changing the local 
current from one to the other electro-magnet of the record- 
ing instrument. 

The recording apparatus consists of a Morse with two 
electro-magnets and two printing-beams. The styles at the 
ends of tilie beams press upon the paper strip in the same 
transverse line, about a quarter of aii inch apart; underneath 
a common rolleir, in whibh two grooves are cut tb receive the 
points. 

A double transmitting key is used, each lever being of the 
ordiilaiy construction. 

A plan of the arrangement is shown in Fig: 62. k, e, ^^ 
the two levers of the key. The lever k id tb earth, and k 




tig.tt. 



■&r 



connected with ia bhrctiit-breaker, u, thence to fend 1 6f 
the relay coils ; thi^ other end, 2, of the coils is connected 
to the opposite side of n, tind thence to line. The front dud 
back contacts of k and Ei are made with metal bars, 1 and 2, 
common to both levers; and between 1 ^nd 2 is inserted the 
line battery l b. The pole, c; 6f the local battery, b, gc^es to d, 
and is therefore in peimanent connection with the poles of 
the electro-magnet; the otHet pole, s, goes to both the 
printing magnets; H and tti, and from the further ends of 
their coils to the armatures, e and f, of the relay magnets. 
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When the apparatus is to be used as transmitter and to 
4$orrespond with another station on the line, the contact peg 
is put into the hole of the circuit-breaker, u. The levers, k 
and Ki, of the key are then pressed down one at a time, 
according to arrangement of alphabet and words to be trans- 
mitted. When the knob of the lever, k, is pressed down, the 
current of l b goes from c (copper, over 2 and lever of k) to 
earth, and from z (zinc, over bar 1, Ki, u) to zinc, and 
through the apparatus at the other station to earth, k being 
let go, and K| pressed down, the current of l b goes from c 
(bar 2, K|, 1, u, contact peg, 2) to line, &c. ; and from z 
(through 1, k) to earthi 

In case it is wished that the Morse apparatus print the 
message, for the sake of control the contact peg of u is not 
put into the hole. On pressing down the lever k, the current 
of L B passes from c (2, k) to earth, and from z (1, £„ 1 of 
u, coils of D, 1, 2, u 2) to line, &c. The other lever, K|, being 
pressed down, whilst k is at rest on the back contact, the 
positive current goes from c (2, k^ 1 o^ u, coils of d, 1 and 2, 
u 2) to line ; and the negative current from z (1, k) to earth. 

In this way the station apparatus m m^ prints the message 
as well as that of thef receiving station. 

The apparatus is ready for the reception of messages when 
the contact stopper is out of u. 

The Currents arising from the line have to pass u 2, coils 
D, 2, 1, u 1, Kp bar 1, k, to earth, and back to the sending 
station. The p61es of the electro-magnet d become magnetic, 
and according to the direction of the current in the line 
attract one or other of the keepers, e f. 

When a positive current arrives, f is attracted and e 
repelled. The result is that the local circuit of M| is 
closed; the current of the local battery b moves in the 
circuit c, cores of d, f, coils of m, z. The beam of m, is 
attracted, and the style impresses/ the paper with marks on 
the lower side. When the sending station reverses the direc- 
tion of the current by pressing down the other lever of his 
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key, the keeper, e, of the relay is attracted, and f repelled. 
By this the cnrrent of m, is intermpted, and that of m 
established ; the local cnrrent of b now circulates in o, soft- 
iron cores of d, b, coils of h, z, by which the beam of m 
is acted upon, and the style marks the paper on the upper 
side. 

The elementary signs, dot and dash, in each of the rows 
marked by the styles, give four elements for the composition 
of an alphabetical code. The consequence is that fewer 
signals are required for the formation of letters, &c., than in 
Morse's code. 

91. The alphabet, numerals, signs of punctuation, &c., 
arranged by Stoehrer are as follows : — 
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92. Morse Telegraph worked by Induction Currents. — In 
numerous instances has magneto-electricity been pressed into 
the service of the telegraph, but always in conjunction with the 
step-by-step or needle systems. For the Morse it was formerly 
considered useless, as the currents developed, being only of 
momentary duration, are only capable of themselves of giving 
successions of dots, whereas the Morse alphabet requires also 
a longer elementary signal. This difficulty was removed 
by the ingenious invention of Siemens and Halske, in the 
construction of a polarised relay, the tongue or armature of 
which would remain of itself on either contact, when once 
deflected, until a current different from the one last sent 
through removed it to the other side. K, therefore, when 
the tongue was in a state of rest on the insulated contact, a 
momentary current of magneto-electricity were sent in the 
right direction through the ooils of the relay, the armature 
would move to the local contact, and would remain there, 
closing the local circuit, notwithstanding the current which 
deflected it had long since vanished, until a current in the 
opposite direction brought it back to the repe<sing contact. 
In this way either lines or dots could be produced at 
pleasure by regulating the interval between the succeeding 
currents. 

This principle is the same 12.8 that used «t a later date in 
the indicator of the magneto-electric telegraph of the same 
mventors, which will be described further eti. 

The solution of this problem has placed at the command 
of the telegraphist a source of electricity 6f much greater 
intensity for working the Morse instrumehts through great 
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distances than the voltaic current, and which he is ahle to 
produce at considerably less expense. 
The complete apparatus consists of — 

A transmitting key, 

An induction apparatus, 

A polarised relay, and 

A Morse recording instrument worked by a local battery. 
The induction apparatus sometimes used consists of an 
iron core — a bundle of soft-iron wires — surrounded by con- 
volutions of thick copper wire, forming the primary, and by 
a long fine wire outside this, forming the secondary coil. 
The primary coil is put in circuit with the key and with a 
battery of large surface and little internal resistance. The 
secondary coil is connected at one end with the earth, at the 
other with the line. It is sometimes divided into two parts, 
which may be connected parallel or in series, according to 
the resistance of the line. 

A plan of this system is shown in Fig. 68, arranged 
for two stations, c and o' are the induction coilfi, of which 
e 4 are the soft-iron cores ; the limits of the primary and 
secondary coils are shown by concentric rings, k is a trans- 
mitting key, which closes two working contacts in front ; b 
the polarised relay ; b the local battery ; and i the receiving 
instrument. 

At each of the stations the middle contact 6f the key is 
connected to line, and also to one end of the primary wire of 
the induction apparatus. The battery is included in two 
circuits : first, between the remaining end of the primaty coil 
and the second contact, 5, of the key ; and, secondly^ in the 
ordinary local circuit of the relay and recording instrument. 
One end of the secondary wire of the induction coil is to 
earth, the other connected with the first contttct, a, of the 
key, the back or reposing contact, c, leading throtigh relay to 
earth. 

The key differs slightly from that used in the ordinary 
Morse circuits, having, as w6 have seen, two "v^orking con- 
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tacts. The lever is famished with a spring, which presses 
upon the contact a, by which, when the key is lifted up, the 
contact with a is interrupted an appreciable time after that 
with 6. 
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Fig. 88. 
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This is he'cessary, because if they were both interrupted at 
the same instant it is evident that no induction current could 
arise in the secondary coil, its circuit being broken. By the 
contact a continuing an instant longer than b, however, the 
induction current which follows the interruption at b has 
time to pass over a and through the line. 

The Morse telegraph has been worked by this system of 
induction currents to a considerable extent bn the lines in 
Russia, Bavaria, and Hanover. Schellen says that messages 
have been sent direct, without translation, by this method, 
on a line of two hundred German miles, equal to nearly one 
thousand English. 

Compared with the methods of working the Mdrse telegraph 
by voltaic electricity, that of induction currents offers many 
advantages ; the line batteries are opened, and spaces between 
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the signals are given by reversed circaits, whicli always work 
cleaner than those given by making and breaking the same 
current. 

The polarised relay above described .is also profitably 
employed on lines worked only with galvanic currents, with 




which it is found to be far more delicate titan the relays #ith 
springs. It is, however, necessary to give the armature o 
(Fig. 87) a bias on the side d', which is done by advancing 
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the soft-iron continnation of the pole, m', of the electro-magnet 
a little nearer to the armature than n, hy which, when no cur- 
rent passes, the tongue is held against the insulated contact, 
and the distances may he so fbiely adjusted that a very weak 
current suffices to move it. 

98. The MagnetO'Indtiction Key. — ^Instead of the Morse 
key, induction coil, and local battery, Siemens and Halske 
use also an instrument arranged in the form of a key, by 
which a coil of wire, wound on a soft-iron armature, is oscil- 
lated between the poles of a permanent magnet, and develops 
alternate currents for working the polarised relay. 

The magneto-induction key is shown in Fig. 64, in perspec- 
tive, s and N are two rows of permanent bar-magnets ; the 
upper ones with their north ends, and the lower ones with 
their south ends, in contact with a stout plate, p, of soft iron, 




which acts as a neutral block for all the magnets forming 
the battery. Between the poles of this system, and oscil- 
lated in an angle of a few degrees by means of a handle, h, 
in the frame between two screw points, is the soft-iron 
armature, as long as the magnet system is wide, cut in 
deep longitudinal grooves on opposite sides, as is shown 
by the sectional sketch. Fig. 65. In these grooves the coU, 
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c, of fbie insnlated wire is wound. The play of the handle 
is limited by two adjusting screws in the frame, a. When 
at rest, the handle is held against the upper screw by a spiral 
spring, s, stretched between the handle and front of the 
triangular piece, d, on the top. 

One end of the coil of wire on the armature is attached to 
the screw, A;, on the terminal, k, from which one connection 
goes to line and another to the screw tc, at the foot of the 
frame, a. The other end of the coil is connected with the 
metal frame supporting the armature, and through the axis/, 
to the upright support q, from which a leading wire goes to 
terminal, t, and earth. 

When a current arrives while the instrument is in circuit 
with the line, it goes from l over b, w, upper adjusting screw 
in A, through handle h, axis f, q, t, earth, without traversing 
the coil. This is the purpose of the connection between r 
and w. 

When the handle is pressed down, the polarity of the 
armature is reversed, and a positive magneto-electric current 
induced in the coil, which circulates also in the line wire, 
deflects the tongue of the polarised relay at the receiving 
station from the insulated point, and closes the local circuit 
so long as the key is held down, and no negative current 
induced by letting it go back to its position of rest. 

94. Intermediate- Station Commutators, — ^Where interme- 
diate stations occur, which are supplied each with only one 
Morse instrument, it becomes necessary to employ a commu- 
tator or current director to put the apparatus at pleasure in 
the circuit of the up or down line, in order to meet the 
requirements of the service. At such a station the 
apparatus must be so arranged as to be able to assume either 
of these three positions : — 

(1.) When the intermediate station is entirely cut out of 
circuit, and the end or distant stations on opposite sides 
correspond directly through the line. 

(2.) When two end or distant stations on opposite sides 
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eoirespond with each other, and the intermediate station 
receives the despatch, at the same time. 

(8.) When the intermediate station wishes to commonioate 
with a station np or down the line whilst it has notice of 
currents arriving from the other side. 

To avoid the inconvenience of altering continually the 
connections to snit these various positions of the apparatus, 
commutators are employed. Various forms of these instru- 
ments are given by Nottebohm, Borggreve, Siemens, and 
others. 

95. One of the completest is liiat of Nottebohm. It 
consists of six bars of metal screwed on to a wooden base, 
cut out in seven holes to receive contact pegs between 
them, so as to bring them in metallic contact with each 
other. 




03 



^ 



Fig. 66. 



Fig. 66 gives the commutator in half size, and Fig. 67 the 
contact peg in full size, l and l are the terminal screws to 
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receive the line wires coming from the galvanoscopes, Bq and 
Rq the ends of the electro -magnet coils of the relay, t is 
connected with the back contact, 2, of the key, and e with 
earth. Between the front contact of the key and the bar Bq 
the line battery is inserted. The beam of the 
key is also to earth, according to the second 
plan mentioned above (Fig. 26) for arranging 
the Morse system. 

In the first position, when the intermediate 
station is to be cut ont of circuit to let two 
other stations correspond direct, the contact peg 
is put into the hole 8. The current coming 
Fjg. 67. ^^^ ^^^ left-hand side passes over Oj, l, 8, l, G2, 
and SO on, to the other line. The employe can see, by the 
deflections of the needles,his two galvanoscopes, o^ and G2, when 
the stations are corresponding ; and when both have done, at a 
given signal, he re -arranges his commutator for regular work. 
This signal is given by both stations simultaneously, and 
consists in pressing down their keys for the space of one 
minute, by which the needles of the galvanoscopes are 
deflected steadily in one direction for that length of time. 

In the second position, by which the intermediate station 
participates in the messages transmitted by the distant 
stations, and which are, for the most part, official instruc- 
tions, time, or information for the employes, contact pegs 
are put into holes 1 and 6. A current then arriving from the 
same side will traverse Oi, l, 1, Bo, 2 (coils of relay), 1, Bq, 6, 
L, 02, to the other line. The relay then performs its func- 
tions of closing the local circuit and setting the recording 
instrument in motion. 

Position No. 8 is attained by two different arrangements 
of the contact pegs, according as the one or the other of the 
lines is to be used. When the apparatus at the intermediate 
station is to correspond with a station on the right, whilst 
the line on the left remains in circuit with the board, holes 
2, 4, and 7 are providf^ with pegs. If the intermediate 
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iBtaiion now works the key, enrrents circnlate from the c-pole 
of the battery through .1, lever of key, 8, earth ; and from 
the z-pole to b^, through the peg in hole 4, l, aa, to the line 
on the right. In receiving signals from the same side the 
key remains at rest, the currents arriving pass over G21 l, 
peg 4, Bo> 2, coils of relay, 1, Bn, peg 7, t, back contact of 
key, 2, 3, earth, &c. 

During both transmission to and reception from the station 
on the right-hand side, if a current arrive from the opposite 
direction, it must pass through the coils of the galvano- 
scope oi (deflecting the pointer), over peg 2, to earth. The 
deflection of the galvanoscope pointer is observed by the 
employe, who takes his measures accordingly. 

When the reverse is to take place, that is to say, the 
intermediate station is to correspond with a station lying to 
the left, whilst that on the right remains in circuit with the 
galvanoscope, the pegs are inserted in holes 1, 7, and 5. 
The signals given by the key take the following road : z of 
battery, Bo> peg 1, l, oi, to line on the left, apparatus at the 
opposite station, and earth, and from the c-pole of the 
battery to 1, lever of key, 3, earth. Aq^vjng currents from 
the same direction come over Oi, l, peg 1, Bo» 2, coils of 
relay, 1, Bu, peg 7, t, key, 2, 3, earth. 

Those arriving from the other side deflect the pointer of 
G2, and to pass to earth by 02, l, peg 5, earth. 

In both cases the employes have to pay attention to the 
galvanoscope, as in cases of emergency it is sometimes 
necessary to postpone the transmission or reception of a 
message on one line until the more pressing pn^ from tiie 
other dde has been disposed of. 

96. Siemens and HaUke*8 Intermediate- Station Commuta- 
tor. — ^The commutator represented in perspective in Fig. 68 
is much simpler in construction than that o{ Nottebohm, 
and answers all the requirements of an intermediate station 
where a single apparatus only is used. The apparatus is put 
in circuit between the screws 1 and 2, to which the lines la 



Digitized by 



Google 



142 THE ELECntlC TELEGRAPH. 

and La are respectively connected, while the earth-plate is 
brought to one of the screws, 8 or 4. 

When the contact-cone is ont, the current passes through 
the apparatus in the circuit 

L2, 2, A, 1, Li, 

that is to say, the intermediate station receives the signals 
in common with a distant static^. 




Fig. 68. 

When the contact-cone is in hole m the apparatus is 
short-circuited, and the current passes through 

La, 2, contact-cone in m, 1, Li. 

When the contact-cone is in hole i the apparatus is used 
as terminal of the line li, and the currents from li take their 
way through li, 1, a, 2, i, earth, &c. ; those from La through 
1 to earth. If the contact-cone is put in n, the instrument 
receives from and transmits to the line L2 on the other side 
in the same way. In both positions the currents arriving 
by the line which is not being corresponded with pass 
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through the galvanoscope inserted in the line circuit, and 
give notice to the operator. 

97. Borggreve*s ComrmUator for Intermediate Stations. — 
The many inconveniences arising from delay in the reception 
and transmission of messages, combined with the possibility 
of mistakes in stoppering the holes of Nottebohm*s commu- 
tator for the different positions of the apparatus, have shown 
the necessity of furnishing intermediate stations with two 
apparatus. This enables them to correspond with the 
stations on both sides at the same time. 

M. Borggreve, Inspector of Telegraphs in the Prussian 
service, has arranged a commutator for the use of inter- 
mediate stations with two apparatus, in which, as in that of 
Siemens and Halske, only one stopper is required. It is 
composed of five brass slabs screwed on an insulating base of 
vulcanite. 

The way in which the commutator is connected with the 
two Morse apparatus, as well as its form and appointments, 
is shown- in the plan. Fig. 69. The line wires, l^ and l*, 
are connected to the upper screws, while the lower 
screws on the same bars are connected with the levers 
of the transmitting keys, k^ k^. To the binding- screw of 
the middle bar is attached the earth-wire, and to the 
screws of two intermediate bars the cross-commutators, o^ 
and 0^, whose opposite points go to the back contacts of the 
keys. B^ and b^ are the relays of the two Morse apparatus, 
x^ and M^. The two local circuits are supplied with a 
conunon local battery, b, and the two line circuits with a 
conunon line battery, l b. When the contact plug is in- 
serted in hole 1 of the commutator u, both the apparatus 
are short-circuited, and currents pass through l>, o^, stopper 
1 of commutator, o^, l^, &c. The employe sees by the 
deflections or otherwise of his galvanoscope needle when the 
direct correspondence of the end or distant stations is con- 
cluded, usually by an agreed signal. 

If the stopper is in hole 2, apparatus 1 can correspond 
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with the line l^ and apparatus 2 with the line i?, inde- 
pendently of each other. The currents arriving by l> go 
through G^ u, K^o^ and coils of b', c^ u, 2, earth, &c. The 
cross-commutators are put between the back contacts of the 
keys and bars of the commutator n, in order to enable the 
operator to invert the coils of the relays, in case the residuary 




magnetism in the soft-iron cores, from continued currents in 
one direction, should interfere v^ith their delicacy. 

The currents transmitted from the station towards l^, by 
pressing down the key k^ take the direction from l b, copper 
pole 0, front cpntact and lever of key, first bar of commutator 
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TT, G^, and L** The operations with apparatus 2 and l^ aro 
similar. 

When the contact peg is pat in one of the holes 8 or 4, 
the apparatus on the opposite side to that in which the peg 
is put in is ready for participating in any messages that 
may he passing through the line in either direction. Suppose 
the peg to he inserted in the hole 8. The currents' coming 
from the direction l* go then from l>, through g*, peg 8 of 
the commutator o^, coils of relay on the right, hack contact 
of K^, lever k^, commutator u, g*, l^, &c. The relay b^ will 
he set in action and work the Morse m*^, which will print all 
the signals passing from the line l^ into the line l^. 

98. Commutator for Stations with three or four Lines from 
different directions, — ^Where more than two lines from differ- 
ent directions meet at a station, it is required to employ a 
conmintator hy which, -Whilst one or two lines are heing 
corresponded with, the remainder can he connected up, two 
and two, for circular correspondence. 

When three lines meet at a station, a commutator, arranged 
by Borggreve, is usually employed, by which any two of the 
lines may be connected together in circuit with a galvano- 
scope, or complete recording apparatus, while the third Une 
is open for telegraphic communication from the same station 
as terminal. 

When four lines meet, it is necessary to arrange the com- 
mutator so that, upqn pccasion, they may be connected up 
two and two with intfirvening receiving apparatus, by which 
the corresponding stations are in direct communication, and 
the intermediate stations able, at the same time, to participate 
in the information transmitted. 

Fig. 70, a, gives a plan of connections of Borggreve's 
commutator for three lines, by which the following combina- 
tions are possible : — 

1. Li circular with Ln, Lm with apparatus. 

2. Li „ „ Liii, Ln »> >> 
8. Ln » M Liii> I^i » » 

H 
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In nsing this commutator three of the holes are always 
stoppered at the same time. Fig. 70, b, gives the position 
of the stoppers in the holes answering to the positions 1, 2, 
and 8, above. 












Rdla^ 



Fig. 7a 

In the first position the circular current traverses Li, 1, 
circular apparatus, 2, commutator, 8, Ln, &c., and the 
currents received or transmitted by the intermediate station, 
Lni, commutator, 4, back contact of key, relay, 5, earth, &c. 
In the second position, the circular current goes through 
Li, 1, circular apparatus, 2, commutator, Ljjj, &c., and the 
station currents through Ln> 8, commutator, 4, back contact 
of key, relay, 5, earth, &c. In the third position, circular 
currents go over Ln, 3, commutator, 1, circular apparatus, 2, 
commutator, Lin* &c., and station- currents over Li, commu- 
tator, 4, back contact of key, relay, 5, earth, &c. 

The plan of connections for a station with four lines 
combines both Borggreve's commutators ; and the combina- 
tions in which the operator can arrange the lines are as 
follows : — 



Digitized by 



Google 



THE ELECTRIC TEI>EOBAPH. 



147 



1. Li with Ln) and Lm with Liy 



2. U „ 


Lm 9> Lji 


99 


Lx7 


8. Lxx „ 


Lni 99 Li 


» 


Ur 



In each combination the positions of the lines with regard 
to the apparatus may be :— r- 

(1.) Direct, the station not receiving the message. 

(2.) Circular, the station participating in the despatches. 

(3.) Corresponding, the station transmittiiig and receiving 
by the lines. 

99. Battery CommtUators, — ^When the insulation of the line 
varies, or by any other reason — as, for instance, when an end 
station hlis to transmit to a near station with little line resist- 
ance in the circuit — ^it becomes necessary to alter the strength 
of the current, a battery 
commutator is inserted, by 
which one-third, two-thirds, 
or the whole of the ele- 
ments may be brought into 
service by simply changing 
the place of a contact peg. 
Such an apparatus consists 
of four slabs, as in Fig. 71, 
The copper pole of the 
battery is connected to the 
screw of the bar, b, and 
connections from elements 
one-third and two-thirds of 
their number from the cop- 
per pole are brought to the 
screws of the bars o and d respectively, the zinc pole being 
connected in the usual way with earth. The place of the 
stopper in b, c, or d determines the battery power used. 

When more than one line is worked with a single battery, 
a bar-commutator (Fig. 72) is used. Three brass bars, 1, 
2, and 8, are screwed on a slab of dry wood or vulcanite, 

h2 
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and above them, at right angles, three others, 1, 11, HI. The 
bars are insulated £rom each other when the holes are 
open, but when a contact cone is inserted in one of them, the 
corresponding cross-bars are electrically connected. If the 
front contacts of the keys are connected to the three bars I, 
II, ni, and three parts of the battery, as above, to the bars 
1, 2, 8, the operator is able to work the lines with either of 
the battery powers which may be necessary. 




Fig. 72. 

(c) Automatic Telegraphs, 
100. With the ordinary Morse transmitting key, an 
operating clerk can send in regular work at an average 
rate of twenty to twenty-five wor^s per minute. The re- 
ceiving apparatus are, however, capable of recording at a 
much higher rate, something like seventy-five words or 
more. It was, therefore, desirable to devise some means of 
more speedy transmission, and as no increase in rate was to 
be expected from the clerks, recourse was had to automatic 
systems. The two principal systems were proposed by 
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Bain and by Morse. Bain's system consisted in punching 
holes oat of a strip of paper, which was drawn with a uniform 
velocity between a spring contact and an anvil. Where a 
hole occurred the contact fell through and closed the cir> 
cuit with the anvil, but was insulated from it when the 
paper intervened. Morse's system consisted in the employ- 
ment of a ** port-rule " in which metal types were set up, 
and which was drawn over pulleys and underneath a con- 
tact lever which, being caught and lifted up by the elevations 
of the types, closed the circuit of a galvanic battery with 
the line. Thus, instead of direct transmission, the messages 
were first set up in type and moved through the machine 
which transmitted the corresponding signals automatically. 
An improvement on these systems was patented by Henley, 
who proposed the employment of magneto-electric currents 
together mth an automatic transmission. 

101. Wheatstone's AiUomatic Telegraph. — ^This is a modi- 
fication of Bain's system: it consists principally in the 
mechanical transmission of signals by means of contacts 
given by series of perforations in bands of paper previously 
prepared and drawn through the manipulator, the signals 
being printed by the recording instrument. 

Three separate apparatus are required ; the perforator, by 
which groups of holes are punched out of the paper ; the 
temsmitting or contact key, which is worked by the per- 
forated paper strip ; and the recording instrument of peculiar 
construction. 

The perforator as in use at the station of the Electric and 
International Telegraph Company consists of a framework, 
in front of which is a keyboard having three keys, like those 
of a piano, side by side. These keys, which are retained in 
equilibrium by the pressure of light springs, when depressed, 
have only to perform the duty of opening valves. Above 
the keys are three little vertical cylinders supplied with 
pistons, whose rods protrude underneath and work the 
punches. These cylinders are connected through the valves 
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worl^ed by the keys with a chamber of compressed air u^ed 
for the pnetimatic transmission of despatches between Tele- 
graph Street and the Exchange. The perforator has a 
guiding groove, through which a paper strip passes. At 
the bottom of the groove is an opening to admit of the 
to-and-fro motions of the upper end of a frame containing 
the three punches, the extremities of which are in a line 
transverse to the direction of the paper. The two external 
punches form the groups of perforations which make up the 
message, and the middle one, which is smaller, marks the 
spaces between the letters and words. On pressing down 
one ol the external keys, its punch is struck down and per- 
forates the paper ; at the same time, the middle punch is 
carried down by means of a collar, and makes a perforation 
in the middle of the strip. On letting go the key the air 
valve is shut off, thp piston rises again, and the punch is 
restored to its normal position. The paper is drawn forward 
each time a key is elevated. 

The inventor has adopted the Morse alphabet by making 
the upper line of perforations represent the dots, and the lower 
the dashes. 

The apparatus . used for automatically transmitting the . 
currents consists of a clockwork arranged so as to draw the 
9lip of perforated paper, step by step, over the contacts 
which give the signalling currents to the line. In the front 
of this apparatus is a rocking piece with .a groove to receive 
the paper strip, a spring-clip, which holds the paper firmly 
during the recession of the rocking piece, and three wires or 
pins, placed transversely to the paper, which, by entering the 
external apertures of the strip, or by being prevented 
entering the paper by the absence of. apertures, regulate the 
succession and frequency of the currents sent into the line. 
The two alternate pins are elevated alternately, one of them 
being allowed to rock with the middle pin, and the other 
having only a vertical motion. The method of accomplishing 
this motion is by means of an torangement of eccentric 
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gear. The paper strip is moved forwards by the rocking 
motion of the central pin. During the recession of the 
rocking piece the paper strip stands still; and whilst the 
rocking piece advances, the exterior rocking piece enters an 
aperture in the paper if one presents itself. The vertically* 
moving pin, on the contrary, acts only during the recession 
of the rocking piece, therefore, whilst the paper is stationary. 
The rapidity and precision with which these two external 
pins give the currents corresponding to the holes they meet 
with in being elevated, and the central pin pushes the per- 
forated strip, hole after hole, along, is truly marvellous. 
The recording instrument used with this system differs 
materially from the ordinary forms of Morse receivers which 
we have described. A train of wheels is used to draw the 
blank-paper strip through the printing apparatus with a 
uniform velocity. The printing apparatus consists of a 
trough of fluid ink, in which a vertical disc, grooved at its 
circumference, rotates, and takes up ink, holding it in the 
groove by capillary attraction. A smaller disc, called the 
'' tracer,'* or marker, is carried upon a horizontal axle 
protruding from the side of the case, rotating partly 
within the groove of the former disc, and taking some of the 
ink which is contained there. The marking or tracing disc 
is so mounted that its axle, whilst rotated by the clockwork, 
is capable of being moved by the action of the .contact suffi- 
ciently to bring it into contact with the paper strip. The 
armature between the poles of the electro-magnet consists of 
a pair of curved permanent magnets similar to those used in 
the receptor of the beautiful recording apparatus by the 
same inventor. 

Sir Charles Wheatstone, in his description, shows how 
the apparatus may be arranged for translation, and also how 
it may be used with a magneto-electric machine instead of a 
voltaic battery, as the source of electric power. 
. This excellent method is said to combine the advantages 
of a flyefold speed in transmission with a considerably 
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greater security for oorrectness and legibility. The great 
difficulty which many people find in acquiring dexterity in 
manipulating by the present system of Morse would vanish 
were such a system of automatic transmission in general use, 
in which the demand for skill from the employes is reduced 
to a minimum. 

102. Siemens and Halske*8 Type Telegraphs. — ^Towards the 
end of the year 1861 Messrs. Siemens and Halske succeeded 
in the construction of a transmitting apparatus combining 
Morse's automatic transmitter with the principle of Henley's 
system with magneto-electric currents. 

The transmitter consists of a long insulated wire wound 
upon a soft-iron armature, revolving between the poles of 
a number of permanent magnets. Of the alternate currents 
thus generated, those which are required to form the signals 
go through the line to the receiving station ; the others are 
cut off by an interruption. This is effected by the motions 
of a contact-lever, raised by the teeth of a series of metal 
tyi)es drawn under the lever by the same mechanism which 
id used to turn the coil. 







JjfJlC 



r^ 




Fig. 7a. 



Fig. 78 represents a plan of the complete apparatus, l, 
Li is the angular contact-lever turning on the axis <?• When 
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its point, L, is lifted np, the platinum fac^ on the right side 
of the upper end, li, comes in contact with the metal screw 
2 ; and when it falls, the back of l^ rests against the agate 
point 1, and breaks the circuit, i, i^ is the indnctor or revolv- 
ing coil of wire in close proximity to the poles of the perma- 
nent magnets m, Mj. o is a switch, the terminals a, b, and c 
of which are respectively connected with the transmitter, 
receiving instrument, and line. One end of the coil, i, i|, is 
in permanent connection with the centre, c, of the contact- 
lever L, and the other end with the terminal, a, of the switch. 
The contact-point 2, against which the lever l, Lj plays, is 
to earth ; and, lastly, the side b of the switch is connected 
by a wire to the coils of the polarised Morse, and thence to 
earth. 

If the inductor i be turned round between the poles of the 
permanent magnets m, m^, whilst Lx rests against the insulated 
point 1, and the arm of the switch o is on a, the currents in- 
duced in the wire will meet with an iniinite resistance between 
L| and 1, and no impulse wiQ be transmitted through the 
line ; but if l be lifted up, and the contact between l^ and 
2 established, the currents will pass from the coils i, i^ (c, 
iq, 2) to earth, and on the other side from i, ii (a, o, I) to 
line, and at the distant station, through the Morse instru- 
ment, to earth. When the arm o is put on b, the trans- 
mitter is cut out of circuit, and the currents arriving pass 
from line (Z, o, 6, a) to Morse and earth. 

The types, which are set up in a port-rule in order, 
like printing types, are made of thin pieces of metal cut in 
teeth, in forms resembling those shown in Fig. 75, represent- 
ing the letters A and £. The bottom of the port-rule 
is provided with a row of teeth, locking into the worm of 
an endless screw on the shaft which turns the inductor- 
coil. Thus, while the inductor-coil is turned, and alternate 
currents generated, the types are moved forward with a cor- 
responding velocity, and make and break contact by lifting 
and letting fall respectively the point of the contact-lever. 

b8 
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Fig. 74 gives {ui elovattion of the cotitacte, with the lever 
ttttd ptixt of the port-rule containing the three letteri! 
A, B,- ^nd G. c\ c" ia the port-role, moving along in 
-tiie direction indicated hy the arrow, hy the rotation of the 
screw T, and is held in its place hy the roller r.- The levor 
L, L^ is held hack against the contact 1, when not raised hy 
the types, hy means of the spring s. The figure, however, 
shows the point l lifted up hy the hroad tooth of the letter 




Fig. 74. 

A, and the arm lS therefore, pressed againdt the contact 
screw 2. The types are straightened in the event of getting 
shifted upwards, hy passing under the spring s^ 

When the arm l^ is against the contact 2, or the hook l 
lifted up, as in the figure, whilst t is revolving with the coil, 
currents, alternately positive and negative, traverse the 
line, and the polarised Morse at the receiving station gives 
a series of dots. But when the contact l^ with 2 is inter- 
rupted, the armature of the printing magnet remains on 
one of the contacts, upper or lower, until a reverse current 
rem6veS' it. 

Suppose a, i. Fig. 16; to represent a series of alternate 
positive ahi negative waves, produced hy the revolutions of 
the coil between the poles of the permanent magnets, whilst 
l^, connected with earth, completes the circuit. During each 
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complete revolution a positive and a negative current withic 
rthe space c are developed, each succeeding half-revolution 
sending a different current into the line. At the receiving 
station, whilst this continues, the armature of the polarised 
Morse will vihrate up and down, and print a series of short 
lines corresponding to the in- c^ 
tervals hetween the transmis- 
sion of the positive currents 
and the negative which follow 
them. 

K the port-rule he not 
so far advanced along the 
stage as in Fig. 74, so that the 
types A, B, C are all on the 
right of the lever l, the anri 
li^ will rest on the insulating 
contact 1, and the beam of the 
polarised Morse, at the receiv- 
ing station, on the upper screw, 
by which no mark is made 
npon the paper. As soon as the hook l, however, touches the 
first tooth of the type A, it will be pushed up, and l^ thrown on 
2. A positive current will instantly afterwards traverse the 
line, and make a dot at the receiving instrument. A negative 
current succeeds, which makes a space ; and then another 
positive current, which re-attracts the armature. Before the 
next following negative current is produced, the tooth has 
passed by, and l dropped into the space which corresponds to 
a whole revolution. The Morse-beam therefore prints a dash 
which continues till the next tooth pushes l up in time to 
complete the circuit for the negative current, which draws 
up the armature again, and produces a space which lasts 
until the first tooth of the letter B pushes up l, and allows a 
positive current to go to the Morse. This tooth is narrow, 
to break the circuit before the succeeding negative current is 
developed, so that the Morse prints a dash until the broad 




Fig. 75 
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tooth of B poshes np l in time for the circulation of a nega- 
tive current, which begins a space. The tooth in qnestioh 
is just so broad as to include three positive currents, and 
ends at a negative current. 

The principal advantages of this system are the oppor- 
tunities which it offers of controlling the correctness of 
each message when set up, by simply reading off the plain 
Roman letters engraved in the fronts of the types, which 
give it an important advantage over other systems. 

The mechanical part of the transmission of a message 
consists in nothing else than in laying the port-rules, set 
up with the consecutive parts of the message, one after 
the other, on the stage appointed for their reception, re- 
moving those which have gone under the lever l, and in 
treading the lathe during the time. 

An arrangement has subsequently been made with this 
apparatus by which the magneto- electric inductor is re- 
placed by a galvanic battery, and the contact (Fig. 74) by a 
rocking commutator, which transmits alternate currents into 
the line. The system is at work on some of the German 
lines, and is said to give much satisfaction. 

(d). Dial Teleobafhs. 

108. For railway and private lines dial telegraphs are 
more convenient than the Morse, on account of the ease 
with which they are manipulated. 

104. Magneto-electric Pointer Telegraph of Siemens and 
HaUke. — This system is almost exclusively employed on 
the lines of the Grande Sdcieti des Chemins de Fer Busses^ 
by the London, the Danzig,' abd the Koenigsberg fire bri- 
gades, and on various other lines in England and elsewhere. 

The apparatus consists of a battery of permanent magnets, 
between the poles of which a coil of insulated wire on a 
revolving armature of soft iron develops, on being turned on 
its axis, alternately positive and negative currents. These 
currents traverso the line one after the other, and passing 
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through the ooils of an electro-magnet at the reoeiving sta- 
tion, cause its armature to vibrate and turn an escapement- 
wheel and pointer. 

Fig. 76 represents an external view of the complete appa- 
ratus. A A is a cylindrical case, containing the transmitter ; 
o, a handle which, in operating with the apparatus, is turned 
round from letter to letter, marked on the horizontal dial- 




Fig. 7tf. 



plate, stopping always against the tooth opposite the letter 
to be indicated ; and b, the receiving instrument, supported 
by a bracket at the back. The latter has in front a small 
dial, corresponding in its arrangement with that of the 
transmitter, and a pointer whose motions follow faithfully 
those of the handle of the instrument which is working. 

Fig. 77 shows the internal mechanism of the transmitter. 
The metal disc j, with inclined teeth on its rim, is supported 
by the back a?, and by two square pillars y. On the back, 
which consists of a stout plate of soft iron, are screwed a 
series of several pairs of permanent magnets, a a ; those on 
one side with their north, and those on the other with their 
south poles projecting. 

Between the poles of this system is a cylinder of soft iron, 
E, which serves as keeper of all the magnets. It is cut out 
longitudinally in two deep, broad grooves, on opposite sides, 
in which a spiral of fine well-insulated copper wire is coiled. 
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The whole armature is snpported by the brass caps f f', in 
pivots above and below. Above the spiral, the pinion t 
locks into the tooth- wheel l, turning on an arbor, a a, by 
means of the handle h above the disc j. The proportion 
between the teeth of the wheel and those of the pinion is 
such that one revolution of the wheel causes the pinion to 
revolve thirteen times, changing the magnetism along the 
whole length on each side of the armature, and thereby 




Jf ig 77. 

inducing in the coil, if the circuit is closed, thirteen positive 
and thirteen negative currents of equal magnetic effect. 

When the coil is turned half round on its vertical axis, 
the polarity of the armature is also changed, and a magneto- 
electric current induced in the coil w in one direction, and 
on turning it half a revolution farther round, so that it takes 
up its former position, a current in the opposite direction is 
induced. 
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The ends of the ooil of wire, which are attached to the 
brass caps, are connected, one to an earth plate, the other 
to the coils of the electro-magnet of the indicator, and thence 
to the line. 

In emplopng a series of separate magnets, arranged at a 
distance from each other, a greater inductive effect is pro- 
duced than if only a single permanent magnet were nsed, or 
if the separate magnets were combined in the form of a 
battery ; becanse the poles, acting at the same time npon 
the armature, produce along its whole length on each side a 
uniform magnetistuy 90 that the wire coil receives, in every 
point, the same magneto-electric impulse. 

The interior of the indicator is shown in Fig. 78. The 
top, s s, of a permanent magnet of hard steel, bent in a 




Fig. 78. 

rectangular Ibrm, and having a space cut out of its upper 
end, protrudes through the side of a circular brass plate, 
A A, one-eighth of an inch thick. In the slit in the upper 
end, s s, of the magnet is the axis of a movable tongue of soft 
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iron, having at its extremity the same polarity as the end s, 
and vibrating between the poles n and < of a polarised 
electro-magnet, m m\ By polarised is meant that the soft* 
iron cores around which the wire is wound receive polarity 
from a permanent magnet. 

In this case the cores of the electro-magnet are attached 
to a stout piece of soft iron, resting on the north pole of 
the angular magnet which distributes to the whole system 
above the point of contact north polarity. The tongue or 
armature of soft iron is, therefore, attracted by both the 
poles of the electro-magnet with equal force, and if not 
exactly balanced in the middle between them, will rest on 
one side or on the other by the superior attraction of the 
nearer pole. 

When a current is sent through the coils of the electro- 
magnet in the direction which increases the magnetism of 
the more distant polo, whilst it reverses the magnetism of 
the nearer, the latter forthwith repels the armature with 
nearly the same force with which the former pole attracts it, 
and the armature in consequence goes over to the former 
pole, and rests there, not only as long as the current 
lasts, but afterwards, when no current is circulating in 
the line. It is this which renders this indicator so sensi- 
tive for induction currents which are only of momentary 
duration. 

At the end of the armature is a German-silver fork, 
carrying two horizontal arms — thin steel springs with hooks, 
which catch into the teeth of a ratchet-wheel. The ratchet- 
wheel has thirteen teeth, so that when the armature oscillates 
from right to left, or from left to right, the wheel advances 
half a tooth ; and in order that the pointer may march over 
the whole dial, the armature must oscillate thirteen times in 
each direction. This is provided for by exactly that number 
of reverse currents being transmitted from the sending 
station, when the handle of the transmitter is turned once 
round the dial. 
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Bohind the hooks are two screw stops which limit their 
motion and prevent the skipping of the wheel. 

105. The alarm is generally a separate piece of mechanism ; 
it was, however, sometimes in the earlier forms of this appa- 




ratus combined with the indicator by attaching a hammer 
to a continuation of the armature of the electro-magnet, and 
letting it strike on two bells placed just within its reach ; 
but this plan has been almost entirely abandoned in favour 
of the alarm shown in Fig. 79. The principle is the same as 
that on which the indicator is constructed: a polarised 
electro-magnet, m m\ is supported by the upper pole of the 
angular bent permanent magnet, m, on a wooden base, h. 
From the lower pole of m springs a movable armature or 
tongue of soft iron which takes polarity from it, and plays 
between the projecting cores of the electro-magnet, which 
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are also polarised. A continnation of the armature forms a 
hammer, h, and strikes npon the bells h h\ 

A commutator is sometimes employed for directing the 
arriving currents, at pleasure, through the indicator or 
through the alarm ; but, more usually, the alarm is inserted 
in the same circuit, and when it is not required to give 
notice of the arrival of a current, its coils are short-circuited 
by a contact-peg inserted in a hole between the terminals, 
8 s\ of the electro-magnet coils* 

The plan according to which two such instruments are 
connected up for two stations is shown in Fig. 80, where 
the line l is connected at each station to an alarm, a, which 



Station 1. 



Station 21. 




Tig. 80. 

can bo short-circuited at o, if required ; the other side of the 
alarm is connected with one side of the coils of the indicator. 
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By by a wire ; thence a connection leads to the coil of the 
transmitter or inductor t, and to earth. 

On turning the handle of the transmitter, the currents 
pass through the indicator of the home apparatus, the pointer 
of which turns correspondingly with the handle, and thence 
to the line. 

106. Bregtiefs Electro-Magnetic Dial Instrument, — ^The 
principle of Breguet's apparatus, which is used almost 
exclusively upon the French railway lines, and in rare 
instances on private lines in England, is that of alternately 
making and breaking at the transmitting station the circuit 
of a voltaic battery. At the receiving station is an electro- 
magnet, whose armature is correspondingly attracted and let 
go. The armature acts on a pallet, which interposes itself 
between the teeth of two scape-wheels turned by clock- 
work. 

The apparatus consists of three parts : — 
The transmitter, 
The receiving instrument, and 
The alarum. 

The transmitter is shown in Fig. 81. It consists of a 
metal dial, supported by three pillars on a wooden base. 
The whole dial is divided into twenty-six equal sections, 
separated by two circles. In the inner circle are engraved 
twenty-five letters of the alphabet and a +, and in the 
outer circle the numbers from 1 to 25, and a +• Opposite 
each letter, on the periphery of the dial-plate, is an indenta- 
tion for dropping the handle into. Underneath the dial- 
plate is a disc, a, with a serpentine groove on its under side, 
turning on the axis of the handle h, which moves above the 
dial. A small peg with a faction- wheel runs in the groove, 
and imparts a vibrating motion to the contact-lever. The 
further end of this lever is faced with platinum on each side, 
and makes contact alternately vnth the screws j> p\ — ^with 
p when the handle is over the even numbers, and with p' 
when it covers the uneven. 
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The terminal o is connected with the positive pole of the 
battery. It is also connected by a wire, v'^ to the contact- 
screw p'. The terminal b, on the left, is in permanent con- 
nection by a wire, v, with the contact p^ and is intended 
for the wire leading to the receiving instmment. The ter« 
minal l of the left line- wire communicates with the contact- 
lever N. The point of n touches, at pleasure, either the 
contact s, to which the alarm is connected, or r, which is in 




Fig. 81. 

communication with the revolving disc, and through this 
and the friction-wheel and I H with battery and earth, or 
lastly, it may touch the end of a metallic strip marked 
communicaXion directs. On the other side of the dial is 
a similar lever, m', connected with the terminal i/ of the line 
on the right, m' may be placed on s', the alarm, or on f^» 
which, like r, is connected with I t^ or lastly, it may be 
placed on the other end of the metal strip oommiinuuUion 
directe" 

Fig. 82 represents the interior of the receiving instmment 
seen from the back, m m is a horizontal electro-magnet. 
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whose armature, suspended between screw points, eames on 
its upper side « metallic rod, q^ which is limited in its play 
by adjusting screws in the frame /. At right angles to g, 
near the top, is a peg, q', working in a fork, f, fixed to one 
end of the horizontal shaft a. At the other end a pallet, g^ 
engages alternately with two parallel scape-wheels, impelled 
by a clockwork in the case above, and placed so that the 
thirteen teeth of the front and back wheels alternate when 




Fig. 82. 

looked at from the front. When the apparatus is at rest 
and the armature held back by the spring, the pallet locks 
into the teeth of the back wheel ; but on the attraction of 
the armature to the poles of the magnet, the pallet springs 
into the teeth of the front wheel, which, being half a 
tooth in arrear, allows the wheels and pointer to turn 
■5^th of the whole circle. As soon as the armature is re- 
leased the pallet leaves the teeth of the front wheel, and 
re-enters between those of the other. The latter being 
half a tooth behind, the clockwork turns the wheels and 
pointer another -g^th. Thus every time the circuit is 



Digitized by 



Google 



166 THE ELECTRIC TELEGRAPH. 

made or broken, the pointer advances one of the twenty-Bit 
divisions of the dial. 

The spring for drawing the armature from the poles is 
ac^nsted by means of a bent lever, t, on the end of which it 
is hooked. The lever itself is fixed to the nnder side of a 
disc, 8, turning on the vertical axis h. On the opposite side 
of the disc s is o, long vertical pin, t', which is gradually 
turned with the disc in a small angle by an inclined plane on 
the rim of the drum u. 

The shaft a, with its pallet and fork, is supported by a 
frame or lever, o d, turning on the centre o on the left, and 
on the right held up by a spiral spring, which forces it against 
a pin passing through the guides m and n. On pressing 
upon the button, e, of the pin, the frame is moved downwards, 
and releases the escapement- wheels from the control of the 
pallet, but carries down with it a check which prevents 
their unlimited run. As soon as they are free to rotate, the 
wheels turn round with the pointer until their further pro- 
gress is arrested by the check, which catches hold of a pm at 
the back of one of the scape-wheels, corresponding in posi- 
tion with the zero or + of the dial. 

The alarm generally used with this instrument contains no 
new principle whatever. The attraction of an armature 
liberates a clockwork, which turns a disc with an eccentric 
crank. The latter in revolving moves the hammer of a beU 
to and fro. It is similar in construction to Wheatstone's 
first alarm. 

Another alarm which Breguet has supplied with some of 
his telegraphs is constructed on the principle of the self- 
acting make-and-break already described. 

The connections of the apparatus for a station will be seen 
by reference to Fig. 83, which shows the various pieces of 
the apparatus. 

When neither of the stations is using the line the switches 
N and n' of both the apparatus are placed on s and s\ so that 
a signal arriving from either side, l or l', will be given 
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notice of by the alanns a and a'. In this way the current 
from the left goes from l, past a lightning guard, e, through 
the galvanoscope, o, l, n, s^ alarm a, earth, and back again. 



RicitviHel iNCTiivMiNr 




Arriving by l , a current passes the lightning guard e\ q\ l', 
M^, ff, alarm a', earth, and so on. 

When a signal is given from l, the employe turns his 
switch N on r. The current passes then from l through the 
^alvanoscope a, the needle of which it deflects, l, n, r, disc, 
contact-lever, j9, b, receiving instrument, earth, &c. 

Breguet has also made use of an idea previously adopted in 
the construction of telegraphs in Germany. Instead of the 
movable armature and stationary electro-magnets, he some- 
times employs a cylindrical electro-magnet made to turn on 
its longer axis on screw-points. The poles of the soft-iron 
core are furnished with sofb-iron continuations, which hang 
down between the opposite poles of two permanent horse- 
shoe magnets. When the current magnetises the sofk-iron 
core and its continuations, the coil, with core and continua- 
tions, is deflected to one side or to the other, attracted by 
one of the permanent magnets, and repelled by the other 
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When the current is reversed, the polarity, and therefore the 
deflection, is also changed. 

107. WheatBtone's Universal Telegraph, — ^This is another 
form of step-by-step telegraph. During the last few years 
it has obtained considerable employment on private lines, 
being found at nearly all the ends of the network which 
Professor Wheatstone has helped to spin over the metro- 
polis. 

This is the lightest and neatest of all the step-by-step 
telegraphs. The transmitter consists of two bobbins coiled 
upon an armature, and rotated continually over the two poles 
of a battery of permanent horse-shoe magnets. With the 
bobbins turns correspondingly a wheel with inclined teeth. 
When a letter is to be telegraphed a certain number of cui*- 
rents is sent into the line, which moves the indicator exactly 
as far as is required. This is done as follows : — ^The tooth- 
wheel is fixed upon a hollow axis, and above it, on a central 
axis, an arm with a spring, which falls into the teeth of the 
wheel, a contact-disc, and the pointer, whicl^ denotes upon 
the dial the last letters telegraphed. The letters are tele- 
graphed by pressing down buttons on the circumference 
the transmitter. Each of these buttons depresses a lever 
inside, against which the rotating arm catches and is arrested, 
the spring being lifted out of tl^e teeth of the rotating wheel. 
During the time, however, that the contact-disc is rotating, 
it makes and breaks contact continually in such a way that, 
at those points where the arm could meet a lever, the line 
circuit is interrupted. Therefore when the arm does meet a 
lever, which prevents the contact-disc rotating any farther, 
the line remains interrupted. When another letter has to be 
telegraphed its corresponding button and lever are depressed. 
By this the lever of the first button is pushed back, and the 
spring on the arm allowed to fall into the teeth of the ro* 
tating wheel, by which the arm and contact-disc are carried 
round until the former comes into contact with the last lever. 
In this way just so many currents of equal strength are sent 
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into the line as there are letters between the two buttons. The 
levers are all arranged in a circle vertically, and press a 
pitch-chain into a series of indentations on the periphery of 
a metal disc. The chain has slack enough to allow one 
lever to press it in ; but, as soon as a second is depressed, 
not having slack enough for both, the first lever is pushed out 
again, and the arm released. 

The receiver of this i^paratus has two electro-magnetio. 
bobbins, between which two little bent magnets oscillate and 
move a small ratchet-wheel between two fixed clicks, by 
which the wheel acquires a rotary motion. A pointer is. 
fixed upon the same axis, and indicates upon a dial-card. 

In the front of the indicator a contact-lever is moved^ 
between stops marked a and t. When the lever is placed on 
A the arriving currents ring the alaiiny th^ t^graph being 
thrown out of circuit ; when it is placed on t, Hxjq alarm is. 
out of circuit and the indicator works. 

The working of this instrument, as well as the ne^ttness. 
with which the whole is constructed, cannot be too highly 
spoken of. The great advantage which it ppssesses over the 
other step-by-step telegraphs, in which the coils or armatures 
are stopped and started at every letter^ is that its currents 
are uniform, whereas in the other; systems, at starting and 
stopping, the operator cannot avoid moving his handle 
slower than when driving it midway between two letters, 
which very frequently gives rise to, ** skipping" of the 
pointer. 

108. Kramer's Pointer TeUgraph,* — ^The different tele- 
graphs which have hitherto, been mentioned are worked by 
sending currents of electricity from the transmitting station, 
either firom a galvanic baiiteiy or from an induction apparatus. 
As soon as the signal is given, or the work done, the current 
is cut off, and the line becomes inactive. The reverse of this 
mode of operation was introduced by Kramer in his dial 
telegraph, and subsi^uently by Frischen, for working the 
♦ " Der Elektrornj^ignetisclie Telegraph/' Schellen, p. 19. 
I 
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Morse instmments on the lines under his charge. In both 
these systems the cnrrent of a galvanic battery circulates 
continually in the line, and attracts, when at rest, the arma- 
ture of an electro-magnet at the receiving station. On 
breaking the line at any point the armature falls off, and 
remains off until the battery circuit is closed again. 

With the system of currents transmitted for each signal, 
it is obvious that a separate battery is required for each 
station. This is hot the case when the system of closed 
circuit is used, because an interruption in any point must 
be followed by the same effect on the armatures of all the 
electro-magnets in the circuit. 

Kramer's apparatus consists of a round dial, with thirty 
keys on the circumference, numbered from to 29, inclu- 
sive. An inner circle is marked, in corresponding sections, 
with the letters of the alphabet irregularly placed; and 
a third circle, concentric vnth the others, contains a double 
row of numerals from 1 to 9, and some other figures and 
blanks. 

The principle of this apparatus is shown in the diagram. 
Kg. 84. Two circular plates of metal are connected 
together by means of three pillars near their periphery; 
through their centres passes the axis, o, of the pointer, z z, 
seen on the dial. This axis carries a scape-wheel, r, and 
a tooth- wheel, b ; it is turned by the tooth- wheel, h, en- 
gaging with its pinion 8. On the axis of the wheel, h, is a 
pinion locking into a tooth- wheel attached to the barrel, on 
which is wound a cord passing over a pulley and carrying 
the weight o. 

The escapement r is formed by a horizontal wheel, on the 
rim of which are sixty vertical steel pins — thirty projecting 
downwards, and the same number upwards — arranged alter- 
nately at equal distances from each other. The prongs of a 
steel fork lock into the pins, and are just so far apart that 
when one prong touches the rim on one side, the next pin 
can pass under the other prong. The fork is supported by a 
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bll-crank lever, h, taming on the axis w, between upright 
lemrings. An armature, a, of soft-iron is supported by the 
3W6r arm lof the lever, opposite the poles of an electro* 




ng.84. 

magnet, m, which regulates the movements of the fork and 
scape- wheel. The poles of the magnet are covered with thin 
pieces of German silver soldered to them, to prevent the 
armature making close contact with them. The figure shows 
the armature attracted to the poles, which is the position of 
rest of the apparatus. 

The wheel commutator b, the tongue d, and contact-anvil 
X, are provided ta regulate the interruptions of the currents. 
The wheel has on its circumference thirty teeth, which, in 
the course of one revolution, lift the hammer, therefore, 
thirty times from its contact with the anvil. 

When the armature of the electro-magnet is attracted to 
the poles, a tooth of the wheel b lifts up the hammer from 
i2 
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the anvil, and intemipts the circnit; the electro-magm \ 
immediately hecomes demagnetised, and the armature fallin 
off again, depresses the fork of the escapement, •and allow 
the scape'-wheel to advance six degrees, together with th< 
wheel commntator, b. By this means, contact is re-esta- 
blished between d and x, the tooth which separated them 
passing by, and the end of the hammer d falling into 
space. 

The electrical circuit is shown in the figure by wires, and 
in following the motions of the scape-wheel, contact- wh66l,| 
B, &c., it is necessary to imagine a battery inserted betweenlj 
if and m. The current then goes from the + pole of the* 
battery, following the arrows along the circuit t', n, d, x, 5, \ 
coils of M, to the — pole of the battery. 

In this way the pointer keeps on running round the dial 
as long as the maintaining power of the clockwork lasts. 
The motion may be arrested either by breaking the battery 
circuit, in which case the armature falls off, and the fork- 
escapement rests on the upper surface of the scape-wheel, or 
by arresting tjie pointer itself. The latter is the method 
employed in telegraphing: the key over the dial, corre- 
sponding to any letter, on being pressed down, interposes a 
peg which bars the further progress of the pointer, audi in 
this respect, resembles the arrangement of Siemens and 
Halske's pointer telegraph. 

When it is wished to advance or to put back the pointer 
on the dial at any station without the assistance of the 
current, this is done by pressing on the button of the lever 
'^f Pt ?» which presses the armature against the electro- 
magnet, and lifts the fork^ 

109. An alarm used ^th this telegraph is rung by the 
release of a soft-iron armature £rom the poles of an electro- 
magnet. At an intermediate station, during the correspond- 
ence between two end or distant stations, when the con- 
tinued interruptions of the circuit would cause the alarm to 
sound whilst the correspondence lasts, which would become 
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annoying to the employes, an arrangement is made for so 
weakening the currents in the coils of the electro-magnets 
by means of a shunt, that the alarm does not sound. This 
shunt is shown in Fig. 85, by a wire, w ti/, and resistance 




Fig. 86. 

coil, K, which has about five times the resistance of the coil 
of the electro-magnet, allowing therefore only about five- 
sixths of the current to pass through the legitimate route. 

This shunt circuit has another object. At the moment 
a current is sent through the coils of the electro-magnet 
m m, the induced current tends to weaken the effect of the 
battery current. This would not be perjeptible if the in- 
duced current were obliged to traverse the whole line. But 
in going round the shunt l, b, i/, with little resistance, it 
exercises its full opposing force on the magnet, and prevents 
the armature being attracted. 

The plan. Fig. 86, shows an ingenious arrangement for 
providing against the errors frequently arising, in systems 
based on the principle of closed circuits, from bad insulation 
of the line. Should there be, as is sometimes the case, a 
battery at each of the end stations, and the line, in some 
points intermediate, in imperfect contact with the earth, it is 
evident that when either of the intermediate stations inter- 
rupts the circuit, the current at the stations near the ends 
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will not be interrapted, bnt only weakened. Kramer, unable 
to realise a perfectly-insulated line, and having to provide 
against emergencies, makes his alarm work as well by a 
weakening as by a complete interruption of the current. 

For this purpose he short-circuits one of the coils of his 
electro-magnets in the following manner. In front of the 




Fig. 86. 

armature a contact-screw, o, is pressed upon by a metal 
spring, 6, so that when the armature is attracted towards 
the poles of the electro-magnet at half-way, it comes in 
contact with 6, and separates it from c. The axis on which 
the armature turns is connected by a wire with the middle, 6, 
of the electro-magnet coils ; the contact-screw c is in connec- 
tion directly, by a wire, with the line il ; and between the 
back of the spring 6, and the same line-wire l', a resistance, 
K7, equal to that of the half, m', of the electro-magnet coils, 
is inserted. 

A current, arriving by the line l (disregarding the shunt 
b), passes from l by m, e, w', 6, c, to l'. Very little goeb 
through w, because its resistance is very great in proportion 
to the resistance of c. The armature is thereupon attracted, 
and as it descends, carries down the spring h with it, and 
interrupts the short circuit c l', but makes, at the same 
time, contact between itself and the spring 6, and in so 
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doing shunts the current from the half, m'y of the electro- 
magnet coils, by the circnit e, d, b, m\ The short circuit to 
line c if being broken, the current must pass from b through 
w, whose resistance is equal to the resistance mf ; thus the 
total resistance of the circuit remains unaltered. The arma- 
ture is now held by only the one pole m, and the spring / is 
so adjusted that on the slightest decrease in the magnetism 
of m, it exerts force enough to pull back the armature. 

The idea of attracting the armature a certain distance by 
two poles, and this done, of holding it there by one, is as 
novel as it is ingenious, and answers its purpose very well 
in this instance. The plan is, however, complicated, and 
the apparatus, of course, requires very nice adjustment. 

110. Principle of Self-acting Make-and-break, — ^A consider-* 
able step in advance of then existing systems was made by 
Dr. Werner Siemens, of Berlin, by the invention of his first 
beautiful step-by-step motion telegraph. 

The principle of this apparatus was that of the automatic 
transmission of currents, or what has been called the self* 
acting make-and-break. 




FiR. 87. 



Suppose the soft-iron armature a a, Tig. 87, of the electro- 
magnet E, is supported on an axis, b, at one end, and by 
the spiral spring, s, in the middle, by which it is pressed 
gently upwards against the contact-screw, o, at the other end, 
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and that an electric circnit is established, as is represented 
in the figure, in which the positive pole of the battery, v, is 
connected by a wire, w, with one end of the wire-coil of the 
electro-magnet e, the other end of the wire-coil being con- 
nected with the contact-screw o, by a wire, w\ whilst a third 
connection wire, v/\ joins the axis of the armature a, with 
the negative pole of the battery. It is obvious that the 
current circulates in the coils of the electro-magnet, mag- 
netises them, and causes the armature to be attracted to the 
poles, leaving the contact-screw o, and thereby interrupting 
the battery circuit. The instant this occurs, and the battery 
current ceases to circulate in the coils, the soft;-iron cores of 
the electro-magnet lose their magnetism, and have no longer 
the power to retain the armature, which is consequently 
lifbed up again by the spring s. On reaching its position of 
rest, it makes contact again with o, and re-establishes the 
battery circuit. This is followed by an immediate interrup- 
tion ; and the same play must necessarily be repeated, the 
armature being always re-attracted to the poles of the 
electro-magnet, breaking thereby the circuit, and being 
again let go, and making the circuit again, and so on ad 
infinitum. 

The system of the self-acting make-and-break was invented 
by Herr Neef, of Frankfort-on-the-Maine. 

The manner in which Dr. Siemens applied this method of 
interruption to the service of his telegraph system will be 
easily seen from the accompanying plan. Fig. 88. 

If we were to take the apparatus just described and attach 
to the end of the armature, in any way, a continuation with 
an escapement, so that when the armature is moved up and 
down, the escapement, moved by it, works round a little 
scape- wheel, e, carrying a light pointer, p, around the cir- 
cumference of a dial, d, it is evident that when the appa- 
ratus is connected by the wires as shown in the figure, the 
armature will always be moving up and down, and the 
pointer, therefore, always running round the dial. 
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If are now insert into the same circuit another electro- 
magnet, b', with a similar armature, escapement, tooth- 
wheel, and dial, the electro-magnets being both magnetised 
by the same currents and demagnetised at the same time, 
the movements of the armatures will be synchronous ; and 
if the pointers have been started from the same places on 
each dial, they will stop at the same points on the dials 




whenever the armature e is arrested in its upward or down- 
ward motion. 

This apparatus is employed on some of the Prussian 
railway lines. It has, however, not found any extensive 
employment in England. Apart from its somewhat com- 
plicated mechanism and costliness, it is a most ingeniously- 
constructed telegraph systenu 

All these telegraphs are based upon the step-by-step 
pointer system, invented by Professor Wheatstone in 1840, 
which has been modified and improved in various ways to * 
suit the various services in which it has been applied. These 
modifications and improvements have taken gradually a 
, national character. Thus in France, in the hands of Breguet, 
Froment, and Digney, the step-by-step apparatus has been 
endowed with a form highly perfect, but totally different in 
type from those of Stohrer, Siemens, and Kramer in Ger- 
many. And these, again, have taken a form totally dis- 
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tinct from that which Wheatstone has given his later 
apparatus. 

In France the railway instniments are, almost withont 
exception, worked with galvanic currents. In Germany and 
England, on the contrary, magneto-electric currents are 
almost invariably employed with the step-by-step apparatus. 

Both these systems have individual advantages and dis- 
advantages which render it impossible to acknowledge one 
in the end superior to the other. The system with galvanic 
currents is convenient, as it enables the operator, by aug- 
menting or diminishing his battery power, to accommodate 
his apparatus to the length and conditions of his line ; it is 
inconvenient, as it necessitates a continued attention to the 
battery. The systems with magneto- electric currents are 
convenient, as, being without batteries, they are ready at a 
moment's notice for work, and require no attention. They 
have the disadvantage, however, that their force cannot be 
augmented to suit an increased length or decreased insula- 
tion of the line, and that the magnets gradually lose their 
power, and therefore require renewing. 

{e) Type-PrinHng Telegraphs. 

111. Printing telegraphs are probably of American origin* 
One of the first apparatus which Morse brought to perfection 
was of this nature. After him came Vail and Wheatstone. In 
this, as in some other branches of telegraphy, however, Morse 
seems to have given only the first idea, and to have left it to 
the energy of others to convert it into a reality. The inven- 
' tions which have followed since of type-printing telegraphs 
are more numerous than those of any other kind. The reason 
is that this is one of the prettiest problems in telegraphy, and 
at the same time not the most difficult. Of these inventions 
the greater number have long since fallen into disuse : the 
remainder are either those which possess merit sufficient to 
recommend them as practical instruments, or those which 
are new and have not yet had time to become failures. 
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There are two classes of type-printing telegraphs : — 

1. Those whose wheels are worked by means of clockwork ; 

2. Those without clockwork. 

The majority of type-printing telegraphs belong to the 
first class ; those whose receivers are constructed with 
mechanical driving-power. The apparatus at each end is 
similar, and the movements of the clockworks, with type^ 
wheels and contacts, are regulated either by means of syn- 
chronously-oscillating pendulums or by means of the currents 
themselves, which control the movements of escapements. 
Mr. Hughes's type-printing telegraph is of the class in which 
the clockwork is regulated by a pendulum. This apparatus, 
the best of all the type-printing telegraphs, differs from others 
in the printing being done whilst the type-wheel is in motion, 
by which means an immense saving of time is effected, and 
a correspondingly increased amount of work got through. 
The bold idea of constructing a telegraph apparatus suffix 
ciently strong, and at the same time sufficiently sensible to 
respond to single currents, to print letters whilst in full 
rotation, and not lose its synchronism in doing so, occurred 
to Mr. David Hughes, an American, eighteen years ago. Since 
then he has but slightly modified his original construction : 
the principle has remained the same, and only the mecha- 
nical details, in the hands of Froment and Digney, have taken 
more comely forms. 

112. Hughes's B(mian'type printing Telegraph. — ^The essen- 
tial principles of this highly ingenious system are the syn- 
chronous movements of type-wheels at two or more stations, 
and the power to press a strip of paper at each of the sta- 
tions simultaneously against the types on the corresponding 
parts of the wheels, by the action of a single electric wave 
or impulse. 

A clockwork at each station turns, with a continuous and 
uniform motion, an axle, at the extremity of which the type- 
wheel is supported. The synchronism is attained by the aid 
of a vibrating spring and anchor escapement. The rotation 
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of the type-wheel is transmitted to a vertical arbor, famished 
at its lower extremity with a horizontal arm travelling over 
a circular disc, in which is arranged a series of contact-pins, 
in number corresponding with the types. Each pin therefore 
represents a letter, and is raised when it is wished to tele- 
graph this letter along the line. The horizontal arm, which 
travels round the disc with a motion uniform with that of 
the t3rpe- wheel, comes in contact with the pin just at the 
moment when the corresponding t3rpe is at the lowest point 
and closes an electric circuit, by which the paper is lifted up 
against the type-wheel, and the letter printed. 
The key-board used to elevate the contact-pins is shown 








mm 



Fig. 89. 



in Fig. 89. It consists of twenty-eight keys, alternately 
white and black, marked with the twenty- six letters of the 
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alphabet, a fall stop, and a blank, corresponding to an empty 
spcice in the type-wheel. Below each of the keys is a 
movable lever, whose falcrum is at z", and which terminates 
at the bottom of one of the contact-pins, k e, arranged in a 
circle in the metal box a, in the top and bottom of which 
are holes for the ends to protrude — the upper holes being 
long, to allow of a radial motion. Each pin is held down by 
the pressure of a small spring, but may be elevated by press* 
ing down the corresponding key of the piano-board. 

Fig. 90 gives a vertical section of the printing instrument 
and key-board. The section shows a white key, hinged at 
e", connected to its lever e', a contact-pin, k, on the right, 
and also to a black key, whose lever reaches to a contact-pin 
on the lefb of the box a. The contact-pins are provided with 
shoulders to limit their movements in each direction. 

The horizontal arm, which travels over the circle of con- 
tact-points, is attached to the bottom of the vertical arbor 
Q, to which motion is imparted by the bevelled wheel Gg, 
on the shaft; o. It is made up of three principal parts — the 
arm r, jointed at a ; the resting piece, or earth contact, 
/; and the shovel /'. The vertical shaft q is of brass, 
and is divided electrically into two parts by an insulating 
ring of ivory, q. The lower part is supported by the central 
pedestal, which is insulated from the box, a, by a non- 
conducting ring. 

The continuation of the jointed arm r, which is held by 
the portion of the shaft above the insulating ring q, is pressed 
down by a spring, which keeps a sinall screw in the middle 
of the continuation in metallic contact with the second piece 
/, supported by the portion of the shaft below the ring. 
The shovel, /', is of steel. 

When a key is depressed, the corresponding contact-pin 
is elevated, and if the arbor q is in motion, the extremity 
of the arm r mounts upon the elevated pin, by which con- 
tact between r and / is interrupted, and that of r with k 
established. The arm r having made contact, the shovel /', 
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which immediately follows it, pushes the pin A; in its slot 
outside the circumference swept over hjr; so that if the 




^^d 



latteit make another revolution whilst the finger is kept down 
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upon the key, no second contact is made, and the same letter 
is not repeated. The operator feels a vibration of the key as 
the shovel passes by the pin, and is thus made aware that 
the letter has been printed. 

The tj^e-wheel h contains on its circumference, in twenty- 
eight equal spaces, twenty-six letters of the alphabet, a dot, 
and a blank space ; it is fixed to the extremity of the axis 
c d", which is put in motion by means of the hollow axis, o, 
enveloping it in the greater part of its length. The connec- 
tion between c d and g is made by the mediation of a fine 
ratchet-wheel, 05, attached to the axis g, the click, ?7}|, being 
on the axis c d. On the latter are supported, besides the 
type-wheel and click, a corrector, h', or wheel with long 
narrow teeth, equal in number to the types, serving to esta- 
blish precision between the movements of the horizontal 
arm, r, and the type-wheel. On the same axis is a wheel. 
Hi, having a notch at one part of its circumference for 
stopping the type-wheel when the blank space is opposite 
the printing-press in case it should spring forward. 

The hollow axis g is turned by a clockwork moved by a 
weight, a wheel of which 
engages vdth the pinion Oi, 
and supports, besides the 
ratchet, G5, and bevilled 
wheel, 0), already men- 
tioned, the escape-wheel, 
G4, and a tooth wheel, Gj, 
which locks into the pinion, 
ii, of the printing shaft i, "^ Kg.9i. 

which is shown in section in Fig. 91, and in the plan, Fig. 92. 

The printing shaft turns seven times as fast as the type- 
wheel, and carries a fly-wheel, i", at one extremity, in order 
to overcome the inertia of a small shaft, whose duty is to 
lift the paper up to the type-wheel at the other extremity. 
The printing shaft i, and its continuation i, are locked 
together by means of a ratchet-wheel, i^, and click, i. At 
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the end of the continuation shaft, i, is a cam, hi^ iot Bit- 
ing the press and the paper against the type- wheel. 

The printing-press is shown in Fig. 98. Underneath the 
type-wheel is a small cylinder, a, over which the paper is 




led, its axis heing in the middle of a hent lever, b, turning 
at tti ; attached to it is a ratchet-wheel, in the teeth of which 
catches a click affixed to a movable piece, bi^ terminating 



Digitized by 



Google 



THE ELECmilC TELEGRAPH. 



185 



in the reetangalar arm hs* which is forced upwards by a 
spriag attached to the frame of the apparatus, but is stopped 
against the axis i. When t makes one revolntion, the cam 
lifts the arm, b, of the lever, toge- 
ther with the cylinder, a, and paper 
strip, up to the lowest tooth of 
the type- wheel, by which the paper 
strip is impressed with the print of 
the type, kept inked by an inking 
roller, m. The cam being very 
sharp, the movements of ascent and 
descent are proportionally rapid, and 
the paper touches the type during 
only an infinitely short space of 
time. The axis continuing to turn, the cam meets the 
arm 5, and depresses it, causing the click to draw round the 
cylinder and advance the p^er a certain distance. 

By the side of the ratchet-wheel f the printing shaft carries 
an escapement, h h', arrested by a continuation of the lever 
L l", moving with the armature of the electro-magnet. The 
armature is of soft-iron, supported at the extremity of a 
lever, d, over the poles of the electro-magnet (Fig. 94). The 
lever turns between supports on the axis, and tends to rise 
by the force of a spring regulated by the adjusting screw Di. 




Fig. 98. 




Elg.94. 

The screw d' on the end of the lever l l', turning 
on the axis J, sits over the armature ; the other end of 
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the lever engages with one of the pallets of the escapement 
h h', and governs the motion of the axis i. When a current 
traverses the coils of the electro-magnet, the armature and 
lever are depressed, the click is put in gear, and the pallet 
h of the escapement, released, turns with the axis i. At the 
moment when the pallet h' passes under the lever, it relifts 
it, and depresses the screw d', returning thereby the arma- 
ture to the poles of the electro-magnet, and, at the same 
time, throwing the click out of gear. 

The magnet, b, is of novel construction. It consists of a 
permanent horse-shoe magnet, with soft-iron cylindrical con- 
tinuations on the poles. These continuations are each en- 
circled by a coil of wire. When no current passes through 
the coils, the armature is attracted to the poles by the mag- 
netism distributed in the iron. This force is opposed by the 
adjusting spring, which is so regulated that, the armature 
being in contact, a very weak current is able to neutralise 
the attraction. 

The printing shaft has also the duty of correcting the 
movements of the type-wheel, and of insuring always that, 
at the moment of printing a letter, the type is in its proper 
position. This is effected by means of a curved cam, ^2» o^ 
the axis i (Figs. 91 and 9d). The instant the cam, h% lifts 
the arm, b, of the frame carrying the printing roller, the 
projection ^ locks into the teeth of the wheel h', and adjusts, 
if it be necessary, its position. If, on entering the teeth of 
H^ the cam has to push the wheel forwards, or to accelerate 
the motion of the axis o cf, the click m is pushed onwards, 
passing over one or more of the teeth of the ratchet-wheel 
G5 (Fig. 90). If, on the contrary, the cam has to retard 
the motion, the click pulls the ratchet-wheel backwards, for 
which purpose the latter is not made rigid on the axis, but 
is formed of a disc held between leather washers supported 
by two plates of metal, fixed on the hollow shaft a. 

The electric circuits of the apparatus are very simple. 
The bottom of the vertical shaft, q, is connected to earthy and 
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the upper part to one end of the polls of the electro-magnetj 
the other end being to line. One pole of a battery is con^* 
nected to the levers, kj of the contact-pins, the other pole to 
earth. At two corresponding stations the plates of the 
batteries must always be looking the same way, because the 
home apparatus is intended always to work as woU as that 
of the distant stations, and the armature of its magnet is 
only liberated by currents in one direction. 

When a current arrives, therefore, from the line, it passes 
first through the coils, b, of the magnet, then through the 
vertical shaft q, which it descends, and goes over from the 
screw in the jointed arm, v, to the resting piece /, and from 
this to earth. When a current is to be transmitted, the 
operation consists principally in interrupting the earth 
circtdt, and in inserting the battery into the break. This is 
done by the contact-pins and jointed arm of r. A key being 
depressed, the arm r in its journey rides over the pin, and 
its screw is lifted up from contact with /, which breaks the 
direct earth circuit. At the same time the contact of / with 
the pin k, which is in communication with a pole of the 
battery through the lever z, sends a current from the battery 
(k k, r q), through the coils of the magnet into the line, &c. 

Suppose two such apparatus properly adjusted at the 
extremities of a line of telegraph, the clockwork wound up, 
the electrical connections properly established, and the type- 
wheels locked. The employ6 who desires to transmit presses 
down the blank key of his instrument ; this pushes up the 
corresponding contact-peg in the circle, and when the 
chariot arrives over the pin, the extremity of the piece r 
rides over it, separating the earth contact, and introducing 
the batterv into the line circuit. The current passes through 
the vertical shaft, the coils of the magnet, and line-wire to 
the other station, where it circulates in the coils of the 
magnet, the vertical shaft, &c., and goes to earth. 

In traversing the coils of the magnets of both instruments, 
the ourrent weakens the attractions of the armatures to the 
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poles of the electro-magnets ; the tormer are forced off by 
the spring, the screws, d\ are raised, and the levers, l, at the 
same time depressed. The pallets, h, of the escapements, h h, 
are thereupon released, the axes, t, pnt into gear with i, and 
the type-wheels released. Daring the revolution made by 
the axes t, the cylinders, a, are raised by the cams, and lift 
the paper up to the printing- wheels at the moment when the 
latter are unlocked^ No letter is printed^ because the blank 
space in the type- wheel occurs just there* The paper strips 
and cylinders descend again, the former advancing a step^ 
The clicks are then disengaged from the ratchets, and the 
pallets, A, recaught by the levers l", which were lifted up, 
causing the armatures to be pushed down again to the poles 
of the magnets. 

If a key answering to any letter be now pressed down j the 
current is repeated the moment the chariot passes over the 
raised contact-pin ; the printing axis is put in motion, the 
letter printed, and the paper pushed on as before, and so on, 
until the message is completed. 

It sometimes happens that the apparatus do not agree 
when one of the stations sends its message. In this case, 
the employe at the receiving station advises his correspondent 
of it by giving him a signal ; both then arrest their type- 
wheels, and the transmission is recommenced, be^nning 
always with the blank. 

To avoid the inconvenience of irregular working which 
might arise from changes in the battery power, Mr. Hughes 
has adopted a method of short-circuiting the coils of the 
electro-magnet the instant after the armature is released, so 
that the current, whatever may be its intensity, comes into 
play only long enough to effect the required weakening of 
the magnetic attraction. This is done by connecting one 
end of the electro-magnet coils vrith d, and the other end 
with l, in addition to the other connections, and by adjusting 
the screw, <f , so that when at rest the armature, reposing on 
the poles, does not touch it ; but as soon as the neutralisa- 
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Hon occurs, it is lifted ap by the force of the spring, and the 
coils short- circnited by contact of d with d!. 

The speed of transmission attained with this apparatus is 
very great. The chariot and type-wheel revolve about 
120 times in a minute, and an expert manipulator can 
transmit on the average two letters during a single revolution 
of the shaft. 

The word '' telegraph,'' for example, is completed in six 
turns, as follows : — 

1st turn blank and U 

2nd „ e and I, 

8rd „ «. 

4th „ 5'a^dr. 

5th „ a and j>. 

6th „ h. 

The French word honte is done in four turns \-^ 

1st turn blank. 

2nd „ h and o. 

8rd „ n and U 

4th „ e. 

Another example is the word '' dintz,'* more fortunate 
than either, being transmitted during a single revolution. 

This invention was brought by Professor Hughes from 
America, before the submersion of the old Atlantic cable, on 
which he made his £rst experiments on the speed attainable 
in working his apparatus on submarine lines. Since then 
important improvements have been made in the construction 
and mechanical execution of the apparatus in the atelier of 
M. Froment, of Paris. The principles have, however, under- 
gone no change. 

The system has been adopted by the United Kingdom 
Telegraph Company, under an arrangement giving the com- 
pany the exclusive right to use the apparatus themselves, 
and grant its use to others in this country. On the com- 
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pany*s line between Birmingham and London, on whicli 
messages and press matter are constantly passing to and fro 
with the aid of this apparatus, the average speed, as stated 
by the company, is forty messages per hour, and is believed 
to be capable of considerable augmentation when the 
employes have had more practice. The company intend 
introducing this system on all their lines, and have reason- 
able hopes of its ultimate success. In France the system is 
gaining daily a wider employment ; in Eussia, Italy, and 
Germany the Administrations of Telegraphs have likewise 
adopted it. 

The following is a fac-simile of the printing: — 



BY HUGHES' TELEGRAPH INSTRUMENT. 



118. House's Printing Telegraph. — This telegraph, the work 
of Mr. House, of New York, was the subject of an applica- 
tion for patent in 1845. It belongs to the class of step-by- 
step motion telegraphs, and consists of two separate parts — 
the transmitter or commutator, and the receiver or printing 
instrument. 

The transmitter is composed of a contact-wheel in every 
way resembling that used by Wheatstone in one of the modi- 
fications of his dial instrument, which, in turning, sends a 
series of currents from a battery at the transmitting station. 
As each make-and-break of the circuit indicates a letter, 
whenever a letter is to be transmitted the contact- wheel is 
arrested at a certain point, by which either the current is 
allowed to flow, or is interrupted during the continuance 
of the indication, according as a contact-spring happens to 
rest upon a tooth of the wheel or opposite a space at the 
moment of stopping. 

For the purpose of stopping the contact- wheel at its proper 
place for each of the letters, House employs a key-board like 
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a piano, ^th twenty-eight keys, representing twenty-six 
letters of the alphabet, a dash, and a dot. 

The contact-wheel is of brass, four or five inches in dia- 
meter ; its circumference is divided into twenty-eight equal 
spaces, alternately indented to the depth of a quarter of an 
inch, so as to expose on the surface fourteen shallow teeth. 
A spring of metal, insulated from the contact-wheel and 
shaft, is placed before the former of these, so that, when it 
revolves, the top of the spring comes in contact with each 
of the teeth in succession, but has not the power to penetrate 
into the spaces and make contact there. 

The plan adopted by Wheatstone to hold his current on, or 
to interrupt it, during the reading of a signal, was to stop 
his commutator opposite an index or pointer at the letter to 
be indicated. House does this otherwise, with the aid of 
his piano keys : he puts two rows, each of fourteen pegs, 
on the outside of a cylinder, each peg turning with the 
cylinder underneath one of the keys of the piano. The 
latter are held up by springs, and furnished with hooks or 
cams which, when depressed, catch hold of the pegs of the 
revolving cylinder and arrest its motion. 

The pegs of successive letters follow each other round the 
circle in a spiral at distances of -^ik of the circumfeience, 
and therefore, when the cylinder is turned from one letter 
to another, just so many contacts and interruptions are given 
as will bring the pointer or wheel of the receiving apparatus 
round the same distance. 

The receiving apparatus is rather complicated ; it is started 
by an electro-magnet of very novel construction. 

Above the movable armature, on a commoL shaft, is a 
hollow cylindrical slide-valve, in connection with a chamber 
of compressed air, filled by means of a pump, and supplied 
with a safety-valve to permit the escape of superfluous air 
when the pressure becomes greater than is required for 
working the apparatus. 

The piston, moved by the compressed air let into the 
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eylinder by the slide-valve, moves hoTizontaUy, and is in 
connection with the lever of an anchor escapement engaging 
with the teeth of the scape-wheel of the printing machine. 

The scape-wheel has fourteen teeth, and requires, there* 
fore, twenty-eight movements of the lever to complete a 
revolution. A steel type-wheel revolves with the same shaft 
as the scape-wheel, its circumference being furnished with 
twenty-eight equidistant projections, on which are engraved 
the letters of the alphabet, a dot, and a dash. The shaft 
also carries a little drum with letters painted on it in the 
same order as those on the type-wheel, by which the 
operator may read off the message when the type-wheel 
is not printing. 

On the upper surface of the type-wheel, at the extreme 
edge, are twenty-eight teeth, against which plays a small 
steel arm, attached to a metal cap, turned by friction on a 
shaft revolving in the reverse direction. When the type* 
wheel is in motion, this arm plays over the teeth ; but as 
soon as the wheel is stopped, falls in between them, which 
it has not time to do during the revolution. By falling in 
the teeth of the type- wheel, the arm allows the cap to revolve 
with its shaft, and, by meana of two pins, to release a detent, 
which, in its turn, permits an eccentric to revolve. A con- 
necting-rod from the eccentric pulls the paper strip to the 
type-wheel, and prints the letter. 

An ingenious arrangement is also made for the progression 
of the paper, by means of a ratchet-wheel and clicks attached 
to a notched drum over whicl;L the paper passes. 

The line from Philadelphia to New York was the first on 
which this instrument was us^d. It found adoption on some 
of the American lines after the year 1849, and is still to be 
found at work. It is said ta be much less liable to get out 
of order than would be judg^, at first sight, from the com- 
plication of the receiving apparatus. 

114. The Type-printing Telegraph of M.Desgoffe approaches 
ip principle nearest of any to the ideal of a type-printing 
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instmment in which the type- wheel is arrested during the 
printing, because the clockwork is not stopped, and only two 
currents are required for each letter. This is the only 
apparatus in which the type-wheel is automatically adjusted 
between each letter. It consists of synchronously-rotating 
type-wheels, the printing-press being set in motion by a 
current sent from the transmitting station at the instant 
when any type which it is desired to print is underneath. 
The synchronism is obtained by an ingenious arrangement 
for sending a periodical current. On the axis of the type- 
wheel is an arm rotating with it, and making contact against 
a stop, which is released when the current passes through 
the coils of an electro-magnet, but prevents the further rota- 
tion when no current passes. The rotating arms, stops, and 
electro-magnets of both apparatus are in the same circuit, 
so that the two type-wheels can only be released and com- 
mence a rotation at the moment when both arms are in con- 
tact with the stops. Should one arrive sooner than tl^e 
other, it is held fast until the arm at the other station n^es 
contact. Then both are released by the same current, and 
start together. The contacts for printing various letters are 
elevated on a disc of metal which revolves with the type- 
-vdieel. They are arranged correspondingly with the rotation 
of the types, but at different distances from the centre, and 
in different sections of the circle. The transmitting contact 
is made with a spring moved in a line across the centre of 
the disc by a handle pointing to an engraved alphabet, half 
of which is on each side of the vertical line, passing through 
the centre of the contact-disc. As the disc rotates, one of 
its elevated contacts meets the spring point and closes the 
circuit of the battery, sending the current through the relays, 
Mrblck are not moved by the synchronous currents, and with 
the aid of local batteries lifting the printing-press. The 
<^e-wheel is stopped during the printing; but the clock- 
work, contact-arm, and disc continue to rotate. This is 
done by attaching the type- wheel to the axis — ^not rigidly, 
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bat by means of a spiral spring under tension. During the 
8hort interval required for printing a letter, this spring is 
tfimply wound up a little way, and, when the current (print- 
ing) ceases, the type-wheel flies round to its stop upon the 
axis, ready to commence another synchronous revolution. 
This movement is new, and has the advantage that no time 
is lost during the printing. 

115. A, Joly, Paris^ exhibited in the Paris Exhibition a 
Roman-type printing telegraph, worked by interruptions of a 
galvanic current on the principle of that which Jacob Brett 
used in 1850 on the Dover-Calais cable. The mechanical de- 
tails are ingenious ; but, in point of speed, it is far inferior to 
the Hughes. The transmitter consists of a Breguet's dial- 
plate, with a simple commutator for reversing the poles of the 
battery any moment it is required to do so. The receiver is 
supplied with two clockworks for turning the type-wheel and 
for working the printing-press. The type-wheel is turned 
by an escapement released by means of an electro-magnet, 
whose coils are in the same circuit, whenever the armature is 
attracted to or let go from the poles. The same axis carries, 
also, a wheel with spike teeth, which strike against the end 
of a thin steel spring, and make and break a contact in the 
circuit of a local battery, and the electro-magnet whose 
armature releases the printing-press ; the length of the steel 
spring is made such that its velocity of vibration is less than 
the velocity with which the spokes of the wheel strike against 
it. It is thus prevented returning to its position of rest 
during the time the type-wheel is being turned round. When 
the latter, however, stops, the spring resumes its normal 
position, and closes the circuit of the local battery. On the 
type-wheel are two rows of type — one with letters of the 
alphabet, the other with numerals, signs of punctuation, &c. 
The paper strip underneath the type-wheel passes in a guide- 
fork over a cushion of india-rubber, which causes it to be 
sUghtiy elevated in the middle just where it strikes the type. 
The position of this cushion, underneath one or other of the 
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rows of t3^e8, is detennined by the keeper of an electro- 
magnet whose coils are in a second circuit of the local battery, 
and of a contact-tongue formed by a permanent magnet sus- 
pended between the poles of the electro-magnet used to 
release the escapement of the type-wheel. The position of 
this tongue depends, therefore, upon the nature of the cur- 
rents sent from the transmitting station. If positive currents, 
it lies upon that side which leaves the second local circuit 
open, and the cushion underneath the row of letters. When 
the telegraphist wishes to print numerals, &c., he simply 
reverses his battery during the time this is to last. In doing 
so, he throws the permanent magnet-tongue at the receiving 
station over to tibe other side, closing the second local circuit, 
and drawing the cushion under the second row of types. 
This will be better understood by reference to Fig. 95. 







The axis of the t3^e-wheel carries — 1, the disc, f, with 
double row of types ; 2, the wheel of radial spikes for striking 
the contact- spring, «, from the contact-point, o; 8, the scape- 
wheel, «, caught by the pallet, A ; 4, the pinion, ir, gearing 
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into the next wheel of the train ; 5, the pointer, p, indkating 
upon a dial-plate the poskion of the type-wheel. A series of 
positive currents arriving from the line passes through the 
eoils of the electro-magnets, b, causing the armature, a, to 
oscillate and allow the escapement to turn round step bj 
step. In turning the spokes of i strike against the spring, 
s, which moves too slowly to return to the contact, o, until the 
revolution of the wheel ceases. As soon as this is the case, 
the first local circuit is closed, and the current of the battery, 
B, passes through E2, s, said o, releasing the printing-press. 
If a series of negative currents arrive, the armature, a, is 
moved as before ; but the first current also causes the per- 
manent magnet- tongue, a , to go to the other side and close the 
contact, c, by which the second local circuit, b, ei, c, is com- 
pleted, and the armature of Ei attracted, draws ike cushion 
of the printing-press underneath the second row of types. 

The method adopted by M. Joly for drawing the paper 
strip along after each letter is that of a Geneva stop without 
the convex tooth. The printing-press is lifted by a lever 
attached to a connecting-rod whose upper end is coupled to 
a crank, making a revolution each time a letter is to be 
printed. A stop-finger on the axis of this crank turns the 
stop-wtieel on tiie axis of the roller, which pulls the paper 
fprwarfi. 

The principal disadvantage of this system is the great 
expenditure of current, too much work being thrown upon 
the battery. Could this be remedied, this telegraph would be 
well a4ap|;ed for use on private lines where a record is 
required to be kept. 

IX^, Tlie Spanish Telegraph Direction, Madrid, has employed 
a typ6-pri|iting ^leg^aph on the system of M. Bamon Morenes, 
of Madrid, Si|b-inspector of Telegraphs. The transmitter 
used with this instrument is identical with that of Breguet's 
French railway telegraph, having a metal disc underneath 
the dial-plate, provided with a sinuous groove, in whidi a 
small roller carried by a lever runs and commonicaies an 
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oscilli^ing motion to a spiing, thus making and breaking the 
circuit of a single battery. The receiver resembles that of 
M. Joly, just described. It is provided with two separate 
clockworks, one for turning the type-wheel, the other for 
lifting the printing-press. The mechanism for turning the 
type-wheel contains nothing novel. The latter is carried 
outside the case of the clockwork on an axis having a tooth- 
wheel, which gears into a pinion of one-fourth its diameter 
upon the axis of the scape- wheeL A double pallet,^ oscil- 
lating between the teeth of the latidr^ is fixed upon an axis 
at right angles to that of the type-wheel, and is regulated in 
its movements by the armature of an electro-magnet in the 
line circuit. The printing-press is set in motion by a local 
battery in a circuit including a releasing electro-magnet and 
a vibrating contact. The latter, which is ingenious, is shown 
In Fig. 96. 




Fig. 96. 

On an ivory arm at right angles to the beam are two thin 
springs, a and b, whose heads, of and &', press lightly against 
the tops of the two arms, c and d, one of the extremities, € /, 
of the latter pressing always against screw-points in a com- 
mon metal piece, g g. The local circuit is made by way of 
6, c\ and d\ or by a, c, and dy according as the armature is 
attracted to the poles or not. Whilst currents are arriving 
the armature vibrates continually, and the via viva of the 
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screw-heads, a' h\ is sufficient to carry either of them off the 
upper contacts at the same moment that e or d meets the 
lower contact. In this way, mitil the armature rests on 
either side sufficiently long to enable the screws to fail back 
upon the contacts, the local circuit is interrupted and the 
printing-press cannot act. An arrangement is provided for 
lifting the pallets out of gear of the scape-wheel in order to 
bring the type- wheel back to zero in case it should skip. 

llT.^Guyot d*Arlincourt, Paris, has introduced a step-by- 
step printing telegraph, based upon a principle slightly differ- 
ing from the foiffegbing. The type-wheel is turned round by a 
clockwork regulated by an escapement in connection with 
the ailnature of an electro-magnet, whose coils are in the 
line circuit. The armature of the electro-magnet operates 
also as a relay in the circuit of a local battery and of an 
electro-magnet which releases the printing-press. When a 
quick succession of currents arrives, the armature of the 
printing electro-magnet, which is sluggish, is not attracted, 
but as soon as the current becomes continuous, the printing- 
press is released, and is lifted by an eccentric of triangular 
form. The paper strip is drawn forward between two rollers 
by means of a rMchet- wheel on the axis of one of them, which 
is catlght by a click moved by the armature of the printing- 
magnet. 

118. The second class of type-printing telegraphs, the type 
and original of which is the self-interrupting instrument of 
Messrs. Siemens and Halske, in which the receiving portion 
is set in motion without the employment of clockwork, is 
represented by that of Messrs. Levin and Ooi, of Berlin. In 
this teleg^ph reverse currents of a galvanic battery are 
Used. The currents put in motion the armature bf a polarised 
electro-magtiet^ which odcillates a small ratchet on the axis of 
the type-wheel and pointer between two spring pallets, the 
same as in PrOfbssor Wheatstone's receiver. The type- wheel 
differs from thisise of other type-printers in being fonhed, not of 
tt ri^d disc, but of thin steel springs radiating from the centre; 
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each of which carries a type. When the armature of the 
printing electro-magnet is moved, it depresses only one of , 
the springs upon the paper strip, and as they are very 
light, the work to he done is little. A second line-wire is 
necessary for working the printing-press. The transmitting 
handle, which turns over the dial-plate, is provided with 
a button, to be pressed down when it is wished to print 
a letter. The workmanship of this apparatus is excellent, 
but the whole arrangement displays a want of electrical 
experience. 

(/) Electro- Chemical and Copying Telegraphs, 

119. Bain's Chemical Telegraph, — Mr. Alexander Bain has 
been, since the year 1845, the author of several improve- 
ments and inventions in telegraphy. The most important 
of these is his electro-chemical telegraph, patented in Eng- 
land in 1846. 

The sending apparatus is a simple Morse contact-key. 
The receiving apparatus consists of a circular disc of chemi- 
cally-prepared paper stretched upon a similar disc of metal 
kept in rotation by clockwork. On the upper surface of the 
paper rests the point of a style, which, while the disc re- 
volves, is drawn towards the periphery so as to travel over 
the paper in a spiral curve. When the circuit is closed, the 
si^ with which the paper is prepared becomes decomposed 
under the style. 

On a base board are erected the clockwork, or driving 
portion of the instrument, and the recording disc which it 
turns round. The clockwork is regulated by the fly, and 
is connected with the recording disc by the shaft, to which 
it imparts motion by the Motion of a small roller pressing 
upon its under surface. 

When no current is moving in the line, the style rubs on 
the surface of the paper without producing any mark ; but 
MS soon as a current in the right direction is established, 
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the salt solution with which the paper is saturated hecomei 
decomposed, and leaves a hlue mark upon the surface. 

When the circuit of the current is made and broken le- 
peatedly, a series of dots or dashes is imprinted upon the 
receiving disc, the lengths and succession of which depend 
upon the manipulation of the key or contact-maker. 

To render these dots and dashes intelligible, Bain has 
adopted an alphabetic code like that of Morse. 

The paper is rendered sensitive by being saturated in a 
mixture of prussiate of potash dissolved in water, to which 
are added two parts of nitric acid and two of ammonia. 

An interesting rather than practical modification of i^is 
apparatus consists in substituting a revolving disc with style 
travelling in a spiral curve, exactly similar in form to that 
just described at the sending station, for the key ; only, 
instead of being covered with prepared paper, it is left 
naked, &nd letters 6r words written upon its surface, within 
the limits of the journey of the style, in some insulating 
material ; so that, when the style passes over the insulating 
writing, the current is interrupted. 

When both the discs are made to revolve synchronously, 
which is very difficult, it is evident that the paper at the 
receiving station will be marked with a dark spiral curve 
broken in just those places where the letter, written down on 
the transmitting dial, interrupts the passage of the current, 
and a fac-simile of the writing will be obtained. 

The same idea has been carried out, in a more convenient 
form, by the employment of short cylinders instead of the 
discs, on the sides of each of which are printers or styles 
running to and fro upon long screws as the cylinders are 
turned round. 

But the apparatus by which Bain has earned most credit 
is that with which Leverrier and Lardner experimented 
before the committees of the Institute and Legislative As- 
sembly at Paris. A band of paper, pwnched with groups of 
holes forming letters, conventional like those of the Morse 
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alphabet, is passod between a metal roller and contact-point 
in such a way that the point falls through the holes and 
comes in contact with the top of the cylinder, thereby closing 
the line. 

The messages are received npon a strip of chemically- 
prepared paper passed between a style and metal cylinder. 

Lardner thus describes his results : ^ — 

'' Two wires, extending from the room in which we operated 
to Lille, were united at the latter place so as to form one con- 
tinuous wire, extending to Lille and back, making a total 
distance of 886 miles. This, however, not being deemed 
sufficient for the purpose, several coils of wire wrapped with 
silk were obtained, measuring in their total length 746 miles, 
and were joined to the extremity of the wire returning from 
Lille; thus making one continuous wire measuring 1,082 
miles. A message, consisting of 282 words, was then trans- 
mitted from one end of the wire. A pen attached to the 
other end immediately began to write the messLge on a sheet 
of paper moved under it by a simple mechanism, and the 
entire message was written in full in the presence of the 
committee, each word being spelled completely and without 
abridgment, mjifty-two seconds, being at the average rate of 
five words and four-tenths per second. By this instrument, 
therefore, it is practicable to transmit intelligence to a dis- 
tance of upwards of 1,000 miles at the rate of 19,500 words 
per hour." 

The alarm used with Bain's telegraph consisted of two 
round plates of glass of different sizes, struck by a hammer 
which vibrates between them. The glass discs were sup- 
ported from their centres by two horizontal arms of an up- 
right. The hammer consisted of a vertical tongue of brass 
turning on a horizontal axis, and carrying, half-way up, a 
cross-bar of soft-iron, which served as armature for the poles 
of an electro-magnet. 

120. Pouget-Maisonneuves, a native of France, writing in 
• « Museuxn of Science and Art," y(A, iii. p. 117. 
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the Comptes Rendus in 1856, describes a method of electro- 
chemical telegraph with which he proposed to supersede the 
i^orse recorder. Instead of the style at the end of the 
printing-beam moved by the electro-magnet, Pouget takes 
a simple fixed style, and records the messages by chemical 
decomposition instead of by embossing, thus dispensing with 
the printing magnet and beam; he, however, retains the 
relay and other arrangements of the Morse system. 

His paper is prepared by being soaked in a mixture of — 

150 parts crystallised nitrate of ammonia ; 
5 „ ferro-cyan. potassiiim ; and 
10 „ -v^ater. 
Before being used, the paper is moistened with dilute sul- 
phuric acid sufliciently stroiig to mate it conduct, but not 
to attack, the metal of Ihe style. T^is paper is said to be 
cheap and easily prepared ; the salts are readily decomposed, 
and the traces permanent. 

121. Gintl,"*^ a German, in liis niethdd, dispenses with the 
relay, and records the messages on the prepared paper by 
the line current direct, in the same way as Baih. 
This paper is prepared with a solution of — 

1 part iodide of potassium, aud 
20 paHs starch paste, in 
40 „ water. 
The results of this process are very satisfactory, and re- 
commend the apparatus as more convenient, in some respects, 
for long lines thaii Morse's. An experiment on a line be- 
tween Amsterdam and Berlin, made in 1853, with six Darnell's 
elements, gave very legible signals ; atid even with four ele- 
ments the marks, although wbak, were readable when no 
reliable signals could be re)Etd with a Morse. 

The noiseless operation bf the electro-chemical telegraphs 
may have assisted in keeping this method of recording out 
of more general use. It is always indispensably necessary 
• Brix'a ** Journal," voL i. p. 4. 
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to combine an alarm with the system, to call the attention of 
the manipulator ; not so necessary with the Morse, which is 
in working always accompanied by the rattle of the beam 
and armature. Another drawback from which the chemical 
telegraphs suffer is in the want of an arrangement of trans- 
lation which shall not, at the same time, weaken the current. 
Otherwise the electro-chemical telegraphs are more conve- 
nient in manipulating, and much more simple and inexpen- 
sive as far as the apparatus goes, than the Morse. 

Copying telegraphs have never reached a considerable status 
as an employable system. The reason of this is partly because 
they work too slowly to be adopted with profit in the trans- 
mission of ordinary messages, partly because occasions re- 
quiring the production of fac-similes present themselves very 
rarely. Copying telegraphs are of two kinds : 1, the che- 
mical ; and 2, the mechanical* The majority belong to the 
first kind, the mechanical copying telegraphs having only of' 
late years been brought to comparative perfection at the 
hands of M. Lenoir, the ingenious inventor of the gas- 
engine. 

122. BdkeweWs Chemical Copying Telegraph, — This is, pro- 
perly speaking, only a better mechanical construction of 
Bain*s electro-chemical telegraph. 

A clockwork is supported between the plates h ^ (Fig. 97), 
which puts the cylinder, o, in motion simultaneously with 
the screw, s, of the same length as the cylinder, and carrying 
a nut, g, with style and connection, r. 

When the cylinder is turned by the clockwork, therefore, 
the style travels up or down the cylinder according to the 
direction of rotation of the latter, thereby marking a spiral 
line whose convolutions are close together. 

Bakewell used an electro-magnetic governor to attain 
synchronism in the movements of the two apparatus, with- 
out which it would certainly have been impossible to have 
obtained any dependable results. Subsequent inventors 
have introduced innumerable idterations and modifications 
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in this system, without having, however, materially improved 
upon it. 

12a. Casein's Chemical Copying Telegraph. — The Abbe 
Caselli has constructed a chemical copying telegraph, in 




which he has attained a synchronous movement in a some- 
what surer way than by the methods adopted by either 
Bain or Bakewell. 

His apparatus consists of a long and heavy pendulum, 
sustained in synchronous oscillation by the electro-magnet, 
and rocldng by means of a coupling-bar two metallic styles 
over the cylindrical stages. 

This instrument consists of three principal parts — the 
motor, the copying style, and the time regulator. 

The pendulum rod is suspended from the top of an iron 
frame ; the bob of the pendulum is constructed of iron and 
lead, the latter being employed for giving the necessary 
steadiness to the oscillations, and the former as armature 
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for two fixed electro-magnets, one on each side at the foot 
of the frame. 

The coils of these electro-magnets are connected with a 
local battery, and with a contact worked by the pendulum of 
a clock in the station, whose duty is not only to sustain 
the oscillations of the telegrf^h pendulums, but also to retain 
them, if need be, an instant, in order to re-establish their 
synchronism. 

This motor is connected with the copying style by means 
of a rod between the pendulum rod and the end of a lever 
turning upon a pin in the axis of two cylindrical segments, 
or stages, and carrying upon its upper end the cross-beam. 
The latter carries on each side a fine screw, on which a nut 
rides, which catries the copying style. When the pendulum 
oscillates, therefore, an oscillating movement is imparted to 
the cross-beam, screw, and style, which cross and recross 
the surface of the cylindrical segments, or stages, follow- 
ing the movement of the pendulum rod. In order to avoid 
the styles passing twice over the same line, the screws by 
which they are carHed end in ratchet-wheels, which, after 
<dvery oscillation, are pushed round a tooth further, and thus 
draw the styles a given distance along in the direction of 
ihe cylinder. The styles consist of fine iron wires carried by 
guides ill the electrical circuit. The styles are each only 
allowed to fall upon the cylindrical stages during oscillation 
in one direction, and as each apparatus carries two styles, 
one of them is down during the backward, and the other 
during the forward strdke. It is usual to receive on one 
side and to transmit on the other, by which a message may 
be received and one trailsmitted at the same time. On the 
side upon which the transmission is effected a leaf of metallic 
paper is fixed, upon which the despatch or design to be 
sent is written in insulating ink. When, therefore, the iron 
style passes and repasses over the surface, the current is 
interrupted during the time that a line of insulating ink is 
between the metallic surface and style. The reception, upon 
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the other side, is done by means of a damp sheet of paper, 
impregnated with a solution of forrocyanide of potassium. 
Under the influence of tho galvanic current, this salt is 
decomposed, and forms, in contact with the iron style, a 
blue deposit, known as ** Prussian blue." Thus, when the 
pendulum at the receiving station corresponds in its oscilla- 
tions with that at the sending station, and both styles 
make the down stroke together, that of the reception 
marks tho paper with a series of blue lines corresponding 
with the continuations of the line current given from the 
transmitter. 

This telegraph was invented in 1856, but was not brought 
into a practical form until eight years afterwards. Fromont, 
of Paris, succeeded in overcoming the mechanical difficulties 
which had until then opposed its progress. In 1865 two of 
these instruments were set up at work between Paris and 
Lyons, on which line they are still employed. The de- 
spatches sent by them are, howevei*, of limited number, and 
are dearer, because they occupy more time, than those sent 
by the other method. In its operations, the Oaselli tele- 
graph, like all the copying telegraphs, is slow. Each line 
through which the style runs is 111"*^ long, and occupies 
one second of time ; and as the lines are 0*25>>^ apart, 
therefore four seconds are necessary for every millimetre 
breadth of despatch. On a sheet of paper llln»in^ by 27™"* 
about twenty-flve words can be written, which therefore 
occupy 108 sec, or 1 min. 48 sec, in transmission — ^a speed 
which is exceeded only by the common Morse apparatus. 
Even if the back stroke of the pendulum be, at the same 
time, used for a return message, the speed is still very far 
below that of the Hughes instrument. 

124. Cros' Chemical Copying Telegraph: — ^M. Charles Cros, 
of Paris, has invented a chemical copying telegraph, which 
differs in construction from that of Bakewell in the style 
travelling round the cylinder, instead of the latter turning 
underneath the style, and in the adjustment of the synchro- 
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nism six times daring every revolution. The apparatus 
consists of a clockwork driven by a heavyweight, and giving 
a horizontal motion to the cylinder, and a rotary motion to 
an axis carrying the style. By the side of the cylinder, and 
parallel with it, is a long screw which is turned on one of 
the axes of the clockwork. On this screw travels a nut 
fixed by a metallic arm to the end of the cylinder, the latter 
being supported upon a horizontal bar fixed to the side of 
the apparatus, that when the screw turns the cylinder is 
moved slowly sideways. The style is fixed to the end of an 
elbow-piece, and travels round the cylinder always in the 
same plane ; but as the cylinder, when the apparatus is in 
motion, is moved sideways by the horizontal motion im- 
parted by the screw to the nut, the style describes upon its 
surface a long line in the form of a close helix. The styles 
of the two apparatus do not move regularly, but are arrested 
and released six times in every revolution, for the pur- 
pose of regulating the synchronism. This is done by means 
of a circular disc attached to the style-axis, the peri- 
phery of which is indented with six equidistant notches. 
Above this disc is a tooth in conjunction with the armature 
of an electro-magnet. When the tooth falls into a notch, 
an electric circuit is closed. In both corresponding apparatus 
these contacts and electro-magnets are in a common galvanic 
circuit, by which the armatures of both are attracted, when 
both circuits are closed at the same moment, and the stop- 
teeth lifted out of both at the same time, allowing the styles 
to commence together a new sixth df a revolution. When 
one apparatus goes faster than the other, its style is arrested 
until the slower one has come up with it, and finally closed 
the circuit, which releases them together. 

This adjustment of synchronism is the same in principle 
as that employed by M. Desgofie in his type-printing instru- 
ment, and promises to become of value in apparatus requiring 
approximate synchronism. The relay used with the receiver 
of this apparatus is of the conimon Construction in so far as 
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regards the electro-magnet. The armature, however, is 
formed by a tongue of soft-iron, oscillating between, and 
held perpendicular by the attraction of, the poles of a 
permanent magnet, placed a little distance from it. It may 
therefore be used either with direct or with reverse currents, 
in the same way as a polarised relay. 

125. Bonelli's Chemical Telegraph, — ^The Chevalier Bonelli 
has succeeded in the construction of a chemical telegraph, by 
which messages are transmitted automatically, and fac- 
similes received at the station corresponding. 

Bakewell seems to have considered the employment of 
one style as preferable to that of many ; but he, nevertheless, 
mentions in his patent the possibility of using several. In 
the notice of his patent published in the Mechanic's Maga- 
tine * he says : — ** Instead of one style for each cylinder, 
any convenient number may be employed, each isolated 
from the others, and fitted with separate wires having 
their ends inlaid in an ivory disc, so as to be isolated from 
each other.'* 

The apparatus of Bonelli consists of a long stage or rail- 
road on a table, on which travels a waggon containing, on 
the left side of the lower half, a box of raised metal types, 
and on the right side of the upper half a strip of chemically- 
prepared paper. Over the middle of the railway is a bridge 
(Pigs. 98 and 99), under which the waggon has to pass 
when transmitting or receiving a message, a a' are two 
buffers for receiving the waggon at the ends of its journeys. 
Just in front of the buffer a', and level with the rail, is a 
hook, D, which engages with an eye at the upper end of 
the waggon, and holds it until a current traverses the line, 
and releases it by means of an electro-magnet. 

On the left-hand side of the bridge, over the raised types, 
is a type-comb consisting of five movable teeth, insulated 
from each other, which are connected to the ends of five 

• Vol. i. p. 644. 
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wiree going to a similar ntunber of styles at the receiving 
apparatus. As the waggon, with the types looking upwards^ 
passes underneath the t3rpe-comb, the teeth come lightly 
into contact with the raised portions of the t^'pes, and close 
the circuits whilst the contact lasts. Thus letter after letter 
is transmitted. The right side of the bridge, which spans 
the middle of the rails, is appropriated to the reception of 




FiK.98. 

messages. It consists of a writing-comb composed of five 
teeth, made of platinum-iridium alloy, which is not liable to 
corrosion, insulated from each other, and pressing lightly 
upon the paper strip. This comb would produce, if each 
tooth were traversed at the same time by an electric current, 
five lines something like the lines on music-paper. As, how- 
ever, they are each only traversed by a current during the 
time some portion of a type is underneath the corresponding 
tooth of the type-comb at the sending station, they can only 
give lines at such intervals and of such length as are deter- 
mined by the form of the type. 

If the teeth of the t3^e and writing- combs be equally far 
apart at each of the stations, and the waggons travel over 
the rails at the same speed, it is evident that a dotted, or 
rather lined, fac-simile of the types on the transmitting 
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waggon will be received on the paper carried by the waggon 
at the receiving station. 




Any deviation from sjmchronism is, however, of very small 
importance, as the difference in one way or the other will 
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only make the letters printed either a little narrower or 
broader than those of the fount from which the types 
have been taken, and in this consists the great advan- 
tage of the Bonelli arrangement over those of Bain and 
Bakewell. 

An ordinary galvanoscope, for indicating the currents, and a 
mercury trough, in which to plunge five amalgamated contacts 
for short-circuiting the batteries when the type-box has passed 
through, are shown in Fig. 99. The short-circuiting is 
done by a catch on the waggon itself, which, passing by, 
turns the shaft carrying the five contacts. 

The waggon when at rest is held at the top of the railway 
by the catch, which, being in communication with the electro- 
magnet, is released by the first current which passes through 
the line. This circuit is closed by means of the key, k. 
Thus the waggons of both stations are made to start together. 
They are impelled by similar weights, and their speed regu- 
lated by means of fans, which enable the operators to adjust 
the two instruments to practical synchronism. 

The waggons occupy from ten to twelve seconds in passing 
under the bridge. In this time, therefore, the message, set 
up in the type-box, is transmitted, and another received on 
the upper half on the prepared paper. 

In the instrument shown in Fig. 99, the type-box passes 
first under the bridge ; when the waggon has got half- 
way, it short-circuits the batteries, and leaves the line 
clear for the reception of a message on the paper on the 
further half. 

About twenty words are on the average set up in each 
type-box. Thus a speed of transmission and reception of 
twenty words in six seconds, or of 200 words per minute, 
is easily attained, not counting the time lost in changing 
the type-boxes and removing the paper. 

The paper intended for receiving permanent printing by 
the Bonelli instrument for distribution to the public is pre- 
pared by being saturated in a solution of nitrate of manga- 
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nese, which yields, under the action of the current, a light 
brown-coloured precipitate. That which is termed ** fagitiTe 
printing," as for press work, by which the impressions aro 
not necessarily of a permanent character, is done with paper 
prepared with a solution of iodide of potassium, which gives 
letters at first an iodine character, but which in course of 
time lose their intensity. 

The speed said by the operators to be attainable in per- 
manent work is 300 words per minute, and the fugitive print- 
ing is stated to be got over at the almost incredible rate of 
1,200 words in the sam^ time. 

The following fac-simile of Bonelli printing is 6ut from a 
strip printed at the 1864 conversazione at the Institution of 
Civil Engineers : — 

8Y THE BONELLI iMSTRUiiEML 

126. Zjcnovr's Mechanical Copying Telegraph. — The second 
class of copying telegraphs is that in which the copy is attained 
by a mechanical instead of a chemical process. This class 
is represented by the so-called electrograph of M. E. Lenoir, 
the ingenious inventor of the gas-motor. The electrograph 
consists intrinsically of a rotating cylinder at each of the 
stations, moving synchronously. The cylinder at the send- 
ing station is covered with a sheet of metallic paper, on the 
surface of which is written, in insulating ink, the despatch 
which is to be sent. The surface of the roller at the re- 
ceiving station is covered with a thin coat of printers* ink, 
and over this is stretched a sheet of tracing-paper. Over 
this cylinder is an electro-magnet, whose armature, when no 
curreni is passing, falls off, and allows a fine point, or style, 
to press upon the surface of the tracing-paper with sufficient 
force to cause the inner surface under the point to take up 
enough of the printers' ink to leave a legible mark, when 
the tracing-paper is afterwards laid upon a plane surfiuse and 
submitted to pressure. 
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The apparatus consists of two essential parts — ^the clock- 
work, with synchronous movement, and the copying rollers. 

The clockwork is driven hy a weight, and turns the copy- 
ing roller and also a vertical shaft, the velocity of the latter 
being about twelve times that of the former. In one of th« 
apparatus this vertical shaft carries a commutator, which 
closes and breaks an electric circuit six times in each revo- 
lution. The vertical shaft of the other apparatus carries a 
soft-iron star, formed of six armatures, which turn over the 
two poles of an electro-magnet corresponding with the eon- 
tacts given at the other station. This is the way in which 
the synchronism is arrived at. 

Fig. 100 gives a theoretical plan of this apparatus arranged 
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Fig» 100. 



for two stations. The rollers, d^ at th^ sending, and r/ at the 
receiving station, are turned by the clockworks, and con- 
nected by means of intervening wheels with t)ie s3mchronou8 
shafts, o and o, respectively. The current of the sending 
battery b', when the style, ts, rests upon a ^letaUic surface of 
the roller d, traverses the coils of a relay, b, then the Hne 
the coils of the electro-magnet, it, whose armature holds 
the style, S", up from the surface of the tracing-paper which 
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is stretched npon the roUer d , and, lastly, the commntator 
o, to earth, either hy the contact k, and auxiliary battery b^, 
or by the contact U, and direct to earth, according to the 
position of the rotating commntator in regard to these two 
contact-points. As o rotates very quickly, it is evident 
that a series of auxiliary currents from b^ will enter the 
line and pass through the relay b. During the rotation 
of 0, therefore, the line current is not of constant strength, 
but formed of quick tran'sitions between two given strengths. 
Each of these strengths is sufficient to hold the arma- 
ture of M to the poles; but only the stronger waves, or 
those produced by the insertion of the auxiliary battery, 
are competent to move the armature of the relay b. The 
relay therefore responds faithfully to the movements of c, 
and closes the circuit of a local battery, b, with the coils of 
the electro-magnet, which acts upon the regulator armature 
o. In this way every time o sends an augmented current 
into the line, b closes its circuit and magnetises a, by which, 
as both and o rotate very rapidly, the contacts and spokes 
can never differ apparently in their velocity. 

When the style s meets a mark done in insulating ink, the 
line circuit is broken, the relay ceases to vibrate, and the 
armature of m falls off, allowing the style s' to press the 
tracing-paper upon the blackened surface of the roller d'. 
As soon as the insulating mark is passed, the relay resumes 
its functions, and the synchronism is re-established. 

When the style has traversed the whole length of the 
cylinder, and the copy is completed, the tracing-paper is 
repovered from the cylinder, and the inked surface pressed 
upon a sheet of writipg-paper, by which means the copy is 
transferred in a fit pqndition to be sent to the receiver, whilst, 
at the sanie tiiiie, the original tracing is kept. 

In speed pf working this telegraph is superior to that of 
M» TAbbe Oa^elli, but, like it, it is burdened with all the 
inconveniences of copying telegraphs. It has been tried 
upon the French lines with moderate success; but the 
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demand for copying telegraphs is at present, and is likely to 
remain, too moderate to allow mnch room for their adoption. 

VI. OvEBHEAD Lines. 

127. The overhead line-wire, stretched between two 
stations, is suspended by insulating hooks from posts in the 
ground. 

The first line of this nature which was put to any useful 
purpose was the double line- wire of Gauss and Weber, 
erected principally for researches into the laws of the 
galvanic current, between the Physical Cabinet and the 
Observatory at Gottingen, a length of 8,000 yards, suspended 
between the towers of the city and on cross-pieces on poles 
sunk in the ground. The insulation of the wire from the 
poles was effected by means of felt wrapped round the cross- 
pieces on which the wires were twisted. The insulation of 
this line was, of course, very imperfect. It was destroyed in 
1844 by a stroke of lightning. 

The English telegraph engineers were the first who suc- 
ceeded in overcoming the chief difficulties which were found 
to obstruct the progress of overhead lines — difficulties which 
the continental telegraphists had partly avoided by the 
emplo3rment of an incomplete system of subterranean lines. 

128. The posts generally pressed into the service of the 
telegraph abroad are young firs {Pintis sylvestris). They are 
selected from 25 to 30 feet long, and at the top seldom less 
than 5 inches diameter. The bark is stripped off, and the 
posts smoothed, chamfered off, and either impregnated or 
the lower ends charred up to about '8 feet from the bottom. 
Every tenth post is, or should be, a stretching-post, stronger 
than the others. 

The wooden posts mostly in nsie here are of English larch ; 
but foreign timber, although dearer, is preferable on account 
of its greater durability. 

Impregnation with a solution of sulphate of copper is the 
invention of a Frenchman, Dr. Boucherie. His process seems 
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to possess important advantages over others, accomplishing 
as it does, at the same time, two essential ohjects — that of 
expelling the sap, and that of filling the pores of the wood 
with the preservative solution. 

In his experiments on the impregnation of timber. Dr. 
Boneherie has made the important discovery that no connec- 
tion exists laterally between the tnbes of a tree, and that by 
applying, under moderate pressure, a coloured solution to 
certain tubes at one end of a tree, the same tubes at the other 
end, and only these, are coloured. In this way, at one end 
of a felled tree, he implied a coloured solution to certain tubes 
forming the name ** Faraday.'' The name was transmitted to 
the other end, and was perfe^st at every intermediate section. 

When the tree is cut down and trimmed, a solution of sul- 
phate of copper is forced into it from qne end to the other 
by a moderate pressure. The sap and fermenting matter 
are thus expelled, and their place taken up by the solution. 
The small cost of the apparatus, ease qf manipulating it, and 
the increased durability w|uch it imparts to the wood treated 
by it, highly recommend the process. It is necessary, how- 
ever, to take care that nq nngalvanised iron comes in contact 
with W004 SO impregnated, otherwise the copper of the pre- 
servative sqlution will be reduced. 

Chlpridp qf zinc is also used in Germany with some suc- 
cess. The ppsts are put intp wrought-iron cylinders of 4^ to 
feet diameter, and 84 to 60 feet long, closed at one end, 
and covered at the other with tightly-fitting tops. The 
cylinders are provided with manometers, safety-valves, &Cy 
and connected with air and pressure pumps, and a reservoir 
pf zinc solution. The wood is prepared by being subjected 
tp a great pressure of steam, which, penetrating into the 
interior, pot only tends to displace the sap from the pores 
and prepare them for the preservative solution, but also to 
coagulate the albumen which is in the sap, and in this way 
to retard the subsequent rotting. After this the cylinders 
are exhausted, and immediately filled with a solution of one 
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part of cbloidde of zinc and thirty parts of water, which is 
kept on, nnder a pressure of eight to ten atmospheres, for 
about three hours. 

But it is questionable if this method is so good as that of 
Boucherie, as it is necessary to force the solution iinto the 
. wood at right angles to its tubes, thereby injuring its strength, 
and letting the sap, which is the immediate cause of decay, 
remain ; the coagulation of the albumen in the sap, to any 
material depth below the surface, being a matter of doubt. 

Chloride of manganese, as well as a solution of oxide of 
zinc in i|rood vinegar, have been tried, and not without success. 
The former has the advanti^e of cheapness, being produced 
in great quantities in the manufacture of chloride of lime, 
and, being an incidental product, haa ^ y0^ small commercial 
value. 

The method adopted by Sir Charl^ Bright is to have the 
poles well charred from the lawer ei^ds to a foot above the 
depth to which they are destined to, be fixed into the 
ground, and the charred parts soaked in gas-tar for about 
twelve hours, the poles atanding in tank? of tar in a timber 
framing, 

The sap ingredients being the prime movers in the rotting 
of dead wood, the idea has occurred to ^ut up insulators on 
the stems of living trees^ — a method which has been found to 
answer well in Switzerlaud, America, and in some parts of 
Germany, where trees are to be found at convenient dis- 
tances. The only drawback to. this system is the violence 
with which trees are sometimes moved ii^ he^vy storms. 
To obviate this difficulty, lieut.-Col. Chauvin has constructed 
a swinging insulator, which will be described afterw^ds. 

Wooden posts invariably decay first at the ground level — 
** the wind and water line " — ^where the surfi^e is moist and 
in contact with the air. A method of retarding the decay 
by sheathing the post at this part has been tried in India 
with compa^tive auccess, ihe lower end, to a certain height 
abovQ the gToujidx being covered by an iron casiing^ In 

L 
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Bengal snch a line was erected, the posts being of large 
bamboo canes, and the protection of the lower parts cast- 
iron sockets. 

129. This brings us very near to a suggestion which has 
been mneh advocated — ^that of dispensing with wood, and 
constructing the posts entirely of iron, whose dnrabilitj is so 
superior. The greater cost of such posts is the only objec- 
tion to them. 

Pillars of stone, or masons* work, would undoubtedly not 
only last longer, but would be less liable to accidents by 
violence of the weather. Such supports have repeatedly been 
constructed, but their cost has always 
been a bar to their farther employment. 
In India, in the early days of telegra- 
phy, many such pillars were erected ; and 
in 1852 a line from Treviso to Taglia- 
mento was entirely supported by obelisks 
4^ metres high, as shown in Fig. 101. In 
Switzerland they have begun in good 
earnest the use of iron posts, the line 
from Olten to Sissach, lately erected, 
being supported entirely by iron posts. 
In Prussia also the necessity has been fully 
comprehended of discarding wood and 
taking to some more durable material. 
M. Borggreve has employed, on the line 
between Gera and Weissenfels, a pillar 
'^ W)^ constructed of a wrought-iron tube, 1^ 

inch diameter, fixed with lead into a socket on the top of a 
freestone pillar, 6 feet high and 8 inches square. 

180. The iron post of M. W. Siemens is coming very gene- 
rally into use abroad, and will no doubt find employment in 
England also, when the necessity of a durable post becomes 
thoroughly appreciated. 

This post is formed of two tubes, one set upon the other, 
and the bottom of the lower one made fast to a bent plate of 



Digitized by 



Google 



THE ELECTRIC TBI.BORAFH. 



219 



i 



Iron bnried in the ground. One of them 
is shown in Fig. 102. The base consists 
of one of Mr. Robert Mallet's patent 
buckled wronght-iron plates, 1 foot 9 
inches square, bent in a dish form. The 
buckled plate, a a, is secured by four bolts 
to the socket, b b — ^a cast-iron cylindrical 
tube 7 feet long and 4 inches outside dia- 
meter. Near the top, inside, the socket 
is furnished with a flange, upon which the 
bottom of the upper or main post, as it 
is called, rests. This upper post, c e, is 
of wrought-iron with welded joints; it 
stands 12 feet high out of the socket, and 
is somewhat conical. At its upper end 
an iron ring is welded in to carry an iron 
rod, d, 20 inches long, forming the Hght- 
ning-guard. The stretching-posts are of 
ihe same height, but of larger diameter 
and stronger than the ordinary ones. 

M. Siemens' post derives much of its 
merit from the rSle played by the buckled 
plate at the bottom. These buckled plates 
«re things of great engineering utility. 
They are squares of sheet-iron, which Mi. 
Mallet by a simple process presses into a 
fbrm very slightly difierent, but endows 
them with a strength immensely superior ; 
so strong indeed are they» that if one of W 
these posts were pulled up bodily out of v 
the ground, it would bring up the super- 
incumbent ground with it, and the buckled 
plate would not be deranged unlesa the 
bolts gave way ; while the same piece of 
iron, as a simple sheet, would bend under 
a much less weight, ofiering no resistance worth speaking 
of against the strain* 
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181. The French T^egraph Administntion lias bad Bom% 
iron posts put up by way ai experiment. Tbii post is con- 
structed by MessrB. Menaas and Co., c^ Pfuis. It ecmsists 
of a cast-iron socket standing B metres out of tbe ground, ia 
the upper part of "wbicb is iv«dged and cemented tbe ^id of 
a length of 2*5 metres of rolled + section ircm, tapering 
from 0'07 to 0*05 metre in width, and is 0*01 meke tiuck 
in tbe ribs. These poets, notwithstanding their very sli^ 
appearance, are found to be capable of resistLog a considerable 
strain. The same weight of material could, however, be 
more profitably empk^ed in the fonn of a tube. 

There can be little doubt that, in course of time, only 
metal posts will be employed, on account of their superior 
durability, solidity, and freedom from damage by aecid^its. 
In some climates wooden po^ require to be renewed every 
two or three years, and, in the most fjAvourable, rarely last 
over six years ; while an iron t^graph post is as durable 
as a lamp-post, and would certainly last ten times as long, 
and not cost five times as much, as a wooden one ; so that 
in the end an immense saving would be effected by their 
employment, although the first cost is so mudi greater. 

132. Line InsuLators, — There are two different ways of 
supporting overhead telegra|^ lines. The one, as in use in 
Prussia, and generally in England, consists iq securing the 
line-wire rigidly to the insulators on each of the posts, so 
that each insulator has the s^ne vertical and horizontal 
strains to withst^. The other method — ^that adopted in 
France and Belgium — consists in attaching the wire rigidly 
to the insulators of two distant posts, and siqpporting it only 
by hoo^s at a number oi intermediate points ; so that the hori- 
zontal strcdns are borne only by what are called the strotching- 
posts, whilst the intem^diate posts, in oommooi with the 
stretchers, havB to support the weight or vertical strtun. Of 
the two methods we give the preference to the former; 
because, should a wire br#ak« it can then only affect one q»aa ; 
whereas, with the other method, it runs back into the ether 
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Bpan09 whicli increases the chancer of shart eircnits being 
inadd with the otbet lines, and of the insulators being broken. 

The insulators at present employed in supporting overhead 
telegraph lines are of three kinds :*^ly those formed of a 
single piece of insulating material ; 2, those formed of two 
or more insulating cups cemented together ; uid, 8, those 
supplied with an outer armature of iron. To the first kind 
belong the so-called double-cup insulators of Mr. Latimer 
Clark, of which large numbers are in use in England, and 
almost exclusively in Prussia, where they are generally 
known as Chauvin*s insulators. 

188. In 1856 Mr. Clark patented an insulator in which he 
increased the length of surface of the porcelain over which 
the current escapes, without increasing its section. He 
attained this by a double bell formed in one piece. The 
insulator is supported by a 
stalk, D, Fig. 108, cemented 
into the interior of tlie 
inner cavity ; the line-wire 
is carried through a deep 
groove on the top, and is 
tied to the bell by a binding 
wire. 

Lieut.-Col. Chauvin, Di- 
rector of Prussian Tele- 
graphs, has adopted this 
style of insulation for the 
lines under his charge. He 
has also made numerous 
experiments on the most 
favourable proportions l^e- 
tweenthe length and section 
of the cups, and has given 
them a form differing from 
Mr. Clark's only in an ^•*^- 

increased depth and narrowness of the inner cavity, by 
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which the deposit of dampness from the atmosphere is still 
further guarded against, as well as the sadden cooling of the 
insulator bell. 

184. The Spanish insulator is of this class ; it consists of 
a porcelain bell, b, Fig. 104, supported by a strap of hoop- 
iron fitting into the groove g, and screwed to the post. The 





Fig. 104. 



Tig. 106 



line-wire is carried by a stalk tsemented into the inner 
recess of the bell. The chief merit of this insulator is its 
cheapness. In climates like that of Spain it answers well 
enough, but would be utterly useless in England, where the 
atmosphere is always charged heavily with water vapour, 
which, condensing on the surface, would soon occasion a 
material loss of current. 

The Spanish stretching insulator is formed with a similar 
bell, by means of a wrought-iron winch, w, attached to the 
stalk, as in Fig. 105. The ends of the line-wire on each side 
are passed through holes in the two drums, ddf, and wound 
up tightly, the drums being prevented from running back 
by ratchet-wheels on their axles being kept by clicks. 

185. The insulator used upon the Belgian lines resembles 
the Spanish insulator ; only the iron band which supports 
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it is placed higher up, and the cnjp nndemeath is deeper and 
better adapted for remaining clean and well-insnlating. 

186. The French Adminiisti'ation ha? adopted, for general 
nse npon its lines, perhaps the worst insulators which are to 
be foond on the Continent. This insu- 
lator, shown in Fig. 106, is provided I 
with two ears or flanges, each of which ' 
has a hole for the screws to be passed 
through) which are used in fastening 
them to the posts. In the interior 
cavity is cemented a hook of gal- 
vanised iron. The under part of this 
insulator presents the appearance of *^- 1^- 

a cup inverted ; but, until now, an insufficient surface has 
been given to it to insure its insulating in damp weather. 

The stretching insulator used on the French lines is shown 
in Fig. 107. It consists of a mushroom- shaped head and 
inverted cup of white porcelain, | 
cemented upon a curved bracket, i 
which is attached to the post 
by means of two coach screws. 
The line-wire from each side is 
turned twice round the neck 
at the top, and then twisted back 
round itself. 

187. The second class of line^^ 
supports— those formed with two 
separate cups—is represented 
by the excellent insulator of Mr. 
Cromwell Varley. This insulator 
is that most commonly employed Tig. lor. 
in England. It consists of two separate red earthenware cups, 
a and b (Fig. 108), cemented together with sulphur. The 
outer cup, a, is provided with a groove to which the line- wire 
is bound ; in the recess of the inner cup, b, a wrought-iron 
bolt, Cy is cemented, by which the insulator is attached to a 
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Fig. 108. 



bracket, d, on the post. A farther insulation is obtained by 

coating the stalk with vulcanite. The rim of the outer cup, 
a^ is rounded off inside. The purpose of 
this is to avoid the sprinkling of the 
interior with rain-water, when a drop, 
hanging upon the bottom rim, is blown 
off by the wind. When a strong current 
of air separates a drop of water from a 
sharp comer, the drop is never carried 
bodily off, but bursts in the direction of 
the current. With the form given to 
the rim by Mr. Varley, however, when 
a drop happens to hang on that side from 

which the wind comes, it is driven a little way up between 

the two cups, and does not burst. 

188. The line-insulator of the War Department of Austria 
belongs, also, to this class. It consists of two bells, one 
glass and tibe other vulcanised india-rubber. The india- 
rubber bell has a cavity into which a pin on the top of the 
tekgraph-post is forced. The glass bell is then drawn on, 
and is held firmly in its place by the elasticity of the india- 
rubber. 

189. The third kind of line-insulator is the strongest and 
most expensive of all. The first 
insulator of this kind was that 
made by Messrs. Siemens, of 
Berlin. It consists of a cast- 
iron bell, a a (Fig. 109), with a 
flange, h b, by which it is 
screwed against the post. Inside 
the bell is cemented a porce- 
.ain cup, c e, ribbed inside and 
out to give a good hold to the 

'^ ^^* cement. The cup, e c, in turn, 

carries the stalk or hook, d d, which supports the line-wire. 
The parts are put together, while hot, with a cement torn- 
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posed of stQphur and oxide of iron. As a farther mode of 
instdation, the iron stalks or hooks are covered with vul- 
canite before being cemented in ; sometimes the porcelain 
cup is replaced by a cup of vulcanite. These insulators are 
a little heavy, but their superior solidity and insulation are 
ample compensation, the iron cap forming at once a perfect 
protection against injury and a screen against the deposit of 
dew on the porcelain. 

Siemens and Halske's 
stretching insulator is made 
with a stronger and larger cast- 
iron bell than the ordinary 
one. The porcelain boss or 
cup carries a stalk with two 
notches (Fig. 110), through 
which the wire is drawn and 
wedged on each side, leaving 
a loop between them. In 
cold weather, when the line 
contracts, this loop allows the 
wire between the postg to be 
slackened, and also, in case 

of a rupture, gives sufficient 

-^ I. ... lig.llO. 

space for makmg a jomt. 

140. Lieut.-Col. Chauvin has also constructed an insulator 

belonging to this class, for attaching to the stems of living 

trees when these are used instead of posts for the support 

of telegraph lines. The insulator is hung upon a hook, 

free to swing about, and the stalk, or wire-carrier, bent in 

a curve away from the stem of the tree, .that, when the latter 

is deflected by the wind, the line- wire, in swinging, may 

not come into contact with it. The hook, q (Fig. Ill), 

held in the loop, p, of the bracket, m ic', is twisted so that, in 

case of a sudden jerk, the line cannot be thrown upwards 

and the insulator disengaged from the bracket* The carrier, 

Of is also bent over the wind, to prevent the line jumjong out. 

l3 
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The bracket is formed so that the insulator hangs quite 
free of the stenik 




141. An inBolator of this class, invented bjr Mf. David 
Brooks, of Philadelphia, has of late years been introduced in 
great numbers on the American lines. 
It consists of an outer cylindrical cast- 
iron armature, a a (Fig. 112), in which 
is cemented an inverted greens-glass 
botiie, h b, of such a form as to allow 
a stalk or carrier, cc, of malleable 
I cast-iron, to be . cemented into its 
interior; The cement used in making 
up this insulator is sulphur, the snr- 
Fig. 112. faces being previously washed with 

shellac^ The space, dd^ therefore, offers of itself a con- 
siderable insulative resistance, which is still further increased 
by the use of paraffine. Mr. Brooks has found that the inner 
surface of a green-glass bottle which has not touched the 
form in blowing resists a deposit of water and dirt more 
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than most other insulating materials. The ezpenments made 
on these insulators by the Commisdon de Perfection of the 
French Telegraph Administration have established their claim 
to be amongst the best insulators which we possess. 

142. The Wire. — The line-wires are of iron ; very rarely 
of copper. The superior conducting power and durability of 
copper recommend it for emplojrment, but the danger to 
which such a line is constantly exposed of being cut and the 
wiro stolen is an argument against it. Were it not for this, 
a copper line would be much cheaper in the end than an iron 
one ; iron having a comparatively small conducting power, 
and, to give the same resistance for the same length, must 
have a section at least seven times as great as would be 
required for copper. This increased section increases, of 
course, the weight of the line, which, as a consequence, 
necessitates stronger posts and stronger insulators, in order 
to allow each wire to be strained tightly between the supports 
to keep it from touching the others. 

148. Various plans have been proposed for coating iron 
wires in order to protect them from oxidation. The plan which 
has met with most favour in reward of its merits is that of 
painting the wires with tar, or, as proposed by Bomershausen, 
of varnishing them from time to time with a good coat of 
boiled linseed oil. By this method a thick crust is gradually 
formed, which protects the wire completely. The only 
objection to the process is its repetition, which renders it 
difficult in climates like that of England, for the painting 
can only be done successfully in fine weather. 

The other methods consist of covering the wire with a coat 
of some metal which oxidises slowly. Zinc is frequently used 
for this purpose ; it is applied by a process called <* galva- 
nising,'* by which the surface of the iron is covered with a 
thin film while the zinc is in a state of fusion. Dr. Siemens 
says that the '* galvanising** of iron wire is only useful when 
the zinc is really melted together with the iron while the 
iiwo metals are in contact under heat, which is the only 
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seoority that the coating will not spring o£f or orack in 
bending the wire. When the wire is badly covered it rasts 
at those points most exposed to wear. and tear, as at the 
points of suspension, jnst as soon as a naked wire. In the 
neighbourhood of mannfactonng towns, also, the best *' gal- 
vanising** is of no nse, as the sulphurous acid gas in the air 
quickly attacks the zinc, with which it combines, and tho 
salt, washed off by the rain, leaves the iron exposed to the 
weather and the further action of the acid. In addition to 
this, the process of galvanising is said to alter the molecular 
structure of the iron, and to render it brittle. 

Instead of zinc, an aUoy may be used, as proposed by 
Callan, which not only protects the wire against the attacks 
of acids and weather, but the coating is ductile and bends 
with the wire — a condition essential to its success. The 
aUoys which Callan tried and recommends are composed of 
one part of tin with from one to eight parts of lead. 

A proposal has also been made by Mr. Bucklin, of New 
York, to dip the galvanised wires into molten copper or 
brass, by which means a protection, that may be increased 
to any required thickness by repeating the operation, can be 
obtained. This would be a cheaper way than that suggested 
by Professor Brix, the editor of the German Telegraph 
Journal, to cover a bar of iron in this way with brass or 
copper, and then to draw it down to the required gauge. 

144. Joints in land line-wire are sometimes made by bringing 
the ends together and wrapping them with a binding wire, 
sometimes by twisting them round each other. 




Fig. us. 
Fig. 118 represents a Joint made by the former method, 
oalldd the << Britannia** joint. The wires to be j<nned are bent 
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at right angles, aboat half an ineh &om the ends, as at a a. 
They are then laid together, and wrapped or bound jniih 
galvanised iron binding wire, and soldered. 

By the other method the two ends are laid side by side for 
abont 5 inches, and each turned four or five times round the 
other, with a space between the two helices of about three- 
quarters of an inch (Fig. 114). To make this joint, however, 



Fig. 114. 

it is necessary that the wire should be quite soft at the ends, 
a condition which must be seen to beforehand. The ends are 
cleaned with emery paper or with a file, and twisted together 
by means of a lever arrangement made for the purpose. This 
consists of two bars of steel, a a and// (Fig. 115). In the 



Fig. 115* 

middle of a a is a clip, 5, with a vice-screw, c, for holding it 
down upon the wire. In the middle of // is a block, per- 
forated mth a hole in the direction of the lever. The ends 
of wire to be joined together are laid into the half-circular 
cavity in the bed of the clip from opposite sides, each end 
projecting about 8 inches beyond the lever. They are 
secured in this position by screwing the clip down upon 
them by the screw c. The projecting end of one of the 
wires is then bent upwards at a right angle j and put through 
the long hole in the block of the hand-lever* While one man 
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holds the handles of the clip a a, another turns the lever //» 
and with it the end of the hent wire, ronnd the straight one 
as many times as its length will permit, keeping the hand- 
lever as close upon the joint as possible. When one end is 
completely twisted, the wires are taken oat of the clip, the 
twisted part placed in the larger hole d, and screwed tight 
as before. The remaining end is then bent up at a right 
angle, and twisted ronnd in the same way. The complete 
joint, after being moistened with a solution of chloride of 
zinc, is dipped into tin-solder, care being taken that the 
solder adheres firmly to the wire and fills up all the spaces 
between the twists of the joints. 

In France the wires are joined by being twisted simul- 
taneously round each other. This is done as shown in 
Fig. 116. The ends are laid one over the other for a length 




Fig, 116. 

of 6 or 8 inches. The hand- vices, with long holes, are 
then screwed on, and turned in reverse directions until the 
ends are completely and tightly wound. Another method, 
much used in France, is by inserting the ends to be joined 
from opposite sides into the two holes of a little cast-iron 
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collar, m (Fig. 117), after which the ^e ends are flattened 
oat by means of a hammer. These collars are, however^ 



Fig. 117. 

inconvenient in some respects, and are dangerous fer the 
snpports when the wire is held up by hooks ; because, should 
it break at any place, the collar, unable to run through 
the hook, is apt to strike it with force and break the insu- 
lator. 

145. Erection of Overland Lines. — The erection of land lines 
embraces very little which affords scope for the display of 
anything beyond mere manual labour. The only work for 
the engineer is to point out where the line is to cross road- 
ways and rivers, and when it is to make long spans and 
sharp' angles. 

When the line has. been measured off and the materials 
distributed to different points, the posts are carried to their 
places for erection in the ground. It is sometimes preferable 
to affix the insulators to the posts before the latter are put 
up I but this depends upon the kind of insulator used. The 
posts are planted to a sufficient depth to give a Arm hold — 
5 or 6 feet for an ordinary wooden post— and the earth 
well rammed down round it» with stones if they are to be 
had. 

146. The posts which occur at angles, where a greater 
strain is exerted on them, are strengthened by stays or by 
struts. 

The stays are of iron or steel wire fastened by a ring or 
bolt to the top, or near to the top, of the posts, and to 
wooden pegs in the ground, 15 or 20 feet from the post in 
the direction opposite to the strain which is to be coun- 
teracted. 

The method of forming a strut by coupling two similar 
posts together is that preferred in France. The ordinary 
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post has a notch about a foot below the top, on the side on 
which the strain is directed ; into this notch is pnt the top 
of another similar post, planted abont a foot and a half or 
two feet fi^om the first one. The two are fastened together 
by an iron collar or by a bolt. . 

When Siemens' iron posts are nsed, they do not require 
to be planted so deep. The. holes are dug about two feet 
and a half deep and two feet square, the bottom being 
levelled and rammed to make a firm foundation for sup- 
porting the buckled plate; and when the post is put up, 
the earth is rammed in, if possible with stones, above the 
level of the surrounding ground. In putting up these posts 
the lower tube, or socket, is first fixed, and afterwards the 
conical main, or upper tube, and the lightning guard. 

This post is strengthened in points of unequal strain by 
means of stays. The stay consists of a length of steel wirt 
held to the upper part of the post by a collar of wrought 
iron, and looped at the lower end to a hook at the end of a 
stay-rod, attached to a plate of iron, buried in the earth at a 
distance of twelve feet or so from the post. The stay is 
tightened by pushing the iron collar up the post. 

When the posts are erected uid the insulators fixed, the 
wire is hung up and stretched. In open country the wire is 
coiled upon a drum mounted upon a carriage, and is paid 
out from post to post ; but when the line is much obstructed 
by trees, &c., the coils of wire are set upon drums on three- 
legged stools and drawn off. 

Another arrangement for this purpose consists of a skeleton 
iron drum, one side of which is removable to admit of the 
coils being slipped on. The axis of the drum is hollow, for 
a pole to be put through it, that it may be carried by two or 
four men — one or two at each end of the pole. The end of 
the wire being made fi^st at starting, it is allowed to unwind 
as they walk along. 

The wire is laid down along the line at the bottom of the 
posts, in which position it is examined, and suspicious places 
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repaired. The wire k made fast at one end, tlien lifted into 
the hooks of the insulators, or tied to the bells, according to 
their form, and stretched by means of the winch, shown in 
Fig. 118, made fast to the next ordinary post beyond the 




Fig. lis. 

stretching-post to which the wire is to be fastened. The end 
links of a chain are hooked on to the two vertical pins, a a, at 
the- sides of the winch, the curved frame between them and 
the foot, a\ resting upon the post. The wire is grasped by 
"Dutch tongs," or ** devil's claw,** b, attached to the leather 
strap, Cf which is wound upon the drum, d, of the winch by 
turning the handle, h. A pair of pulley-blocks and line may 
be used for stretching, but the winch is more convenient. 

When the wire is sufficiently stretched, it is made fast to 
the insulator on the stretching-post, and the following length 
to the next stretching-post served in the same way ; or by 
the other system, from insulator to insulator. 

147. Phenomenon of Charge in Overland Wires, — ^When a 
galvanic battery is connected to one end of an overland line, 
the other end being insulated, the wire becomes charged 
with electricity, whose tension depends upon the strength of 
the battery, just in the same way as a Leyden jar, or con- 
denser, or submarine cable would under the same circum- 
stances. The wire, stretched from post to post, forms the 
inner coating of a jar, the air acts as dielectric, and the 
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earth, the neighhouring houses, trees, &c., form the ontei 
coating. 

Dr. Siemens has determined the distances of raptures in 
overland lines by measuring the discharge currents. To 
determine the capacity of a jar formed by a line of tele- 
graph, he erected, in the yard of his factory at Berlin, an 
iron wire, 121 metres long and 2 lines diameter, at an 
average height of 8 metres above the ground. The points 
of suspension were carefully insulated ; One end of the wire 
was carried directly to the instrument with which the 
measurements were made, and the other insulated. In com- 
paring the charge of this wire with that of a condenser 
formed by a glass plate, 1 millimetre thick and 2*25 square 
decimetres of coated surface, it was found that a length of 1 
metre of the suspended wire had the same capacity as a 
plate of glass 1 millimetre thick, with 100 square millimetres, 
or 0*0001 square metre, coated surface ; or that an English 
mile of wire would have a jar-capacity equal to that of a 
glass-plate condenser of 1 millimetre thickness, with a coated 
surface of the 0*16 part of a square metre ; or of such a 
plate 1 metre long and 0*16 metre broad. Although the 
wire in this experiment was suspended much higher than is 
usual with line-wires, the result cannot be far short of the 
truth, as the place where the experiment was made is in the 
immediate neighbourhood of tall buildings and trees, which 
also played their rdle in the phenomenon. 

148. TJhe Earth-plate, — A proper earth connection is as 
essential to the working of a telegraph line as the line 
itself. The earth connection is customarily obtained by a 
plate — some 6 or 8 square feet— of sheet copper, buried in the 
earth at a depth that will insure its being always damp ; it 
is connected with the apparatus by a stout insulated copper 
wire. In a large station it is well to emplpy several differeut 
earths parallel to each other. For instance, a wire soldered 
to the gas-pipe gives an excellent earth ; a wire soldered to 
the water-pipe is still better. Both these give earth-plates 
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of large sorfiatce, being connected with the gas and water 
maing of Che town. 

The want of a good earth connection can cause serious 
inten^uptions in the service. 

In temporary stations — as, for instance, those in military 
service — difEiculty has sometimes been found in burying the 
plates, and in getting other means of earth. Some of the 
Prussian and other military stations have therefore been 
supplied with earth-posts which are more portable, and 
are said in the end to be cheaper, than buried plates of 
metal. 

The earth-post consists of a wrought-iron tube, 12 feet 
long and 1 inch outside diameter. The lower portion of 
the iron is covered with a copper tube, soldered to it to pre- 
vent an insulating coat of oxide being formed. To the 
extreme end is fastened a cast-iron screw, or bore, which is 
screwed into the earth ; the upper end is surmounted by an 
ornament and lightning-discharger, and is famished with 
binding screws for receiving the wires leading to the appa- 
ratus. 

VJLl. SxjBUABiNE Telegraph Lines. 

149. The greatest achievement of the electric telegraph 
is unquestionably the instantaneous transmission of intelli- 
gence across the seas. To whom the credit of the first 
idea of a submarine caMe is due is matter of secondary 
importance. It has been claimed for several, with, perhaps, 
equal justice. 

The first cable, however, which was intended to be of any 
real use was the gutta-percha covered copper wire paid out 
in 1850, between Dover and Calais, by Mr. Brett, but which, 
unhappily, lived only a single day-— just sufficient to save the 
concession. 

The next cable made consisted of four copper wires — ^No. 
10, B.W.G., each twenty-seven miles long, separately insu- 
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lated with gatia percha to a thickness of 0^284'^ dBunetdr, 
and the whole spun up in the form of a rope with taned 
hemp, with an outer protection of 
ten No.l galvanised inm wires, as 
shown in natural size in Fig. 119. 
This cable weighed, when com- 
pleted, seven tons per mile. It 
was laid successfully in the year 
1851, and is still at work. The 
partial success of the first wire, 
and the brilliant success of the 
second, decided the practicability 
of submarine telegraphy, and, after 
a little line of three miles had 
been laid down between Eeyhaven 
and Hurst Castlcl, and one of 
eighteen miles across the Belt, both 
of which succeeded, smd are still 
in working order, faith expanded, 
and the length of the ropes grew 
proportionally. In 1858 Messrs. 
Newall made a line, which they laid 
down between Dover and Ostend, 





Fig. 119. Fig. igo. 

seventy miles long, weighing seven tons per mile. In this 
cable the number of conducting wires was increased to six ^ 
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tiiey w«e of copper, No. 16, B.W.G., each covered to a 
tfaiclmasB ocHrrespQiiding with No,2, B.W.G.,with gatta percha. 
The six lines were spun op into a rope with hemp, and pro- 
tected externally by ten iron wires. A section of this cable 
is shown in Fig. 120. 

150. The success attending most of the short lines gave rise 
to schemes of greateir dimensions, and suggested the idea of 
joining the Old and ^ew Worlds by a similar connecting- 
link. In 1856 Mr, Brett, in conjunction with Sir (then Mr.) 
Charles Bri^t, Mr. Whitehouse, and Mr. Field, formed a 
oonpany for laying a cftble between St. John's, Newfound- 
laatd, and Valencia, on tiie south-west coast of Ireland. The 
form of cMe selected was calculated to bear a skain of 
three tons, while a length of one English mile of it weighed 
only one ton, in air. The conductor consisted of a strand of 
seven copper wires, of No. 22^ gauge, weighing 9S lbs. per 
mile, covered with three coatings of gutta percha, weighing 
227 lbs. per mile. The core was served with jute yam, 
saturated wiUi a composition of tar and other materials, and 
protected by a sheathing of eighteen strands of 
iron wire, each strand containing seven wires 
of No. 22 gauge, as in Fig. 121. This was for 
deep-sea line. For shore e^d, a length of thirty 
miles of the same core was covered with hemp, ^- W. 
and protected by twelve thick iron wires (Fig. 122). The 
deep-sea cable, over two thousand miles long, was mauu- 
fictdred in five months — ^half by Messrs. Newall, of Gates- 
head, and the other half by Messrs. Qlass, Elliott, and 
Co., of Gre^Qwich. On the 5th August, 1858, the cable 
was ^socoessfolly submferged, and congratulatory messages 
exchanged between the two countries. It was fiuilty wheu 
Ittd, and broke down entirely in three weeks after its sub- 
mersion. 

This experiment was ^ very cost^ one, but served to 
enlighten the electricians and caution the manufacturers. 

151. The next cable of magnitude was that manufactured 
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Fig. 122. 



for the Bed Sea and Indian Telegrapli Company. The core 
was manufactured by the Gutta Percha Company, and the 
sheathing done by Messrs. Newall. The core consisted of 
a strand of seven copper wires, weighing 180 lbs. per 

nautical mile, covered with 
wo coatings of gutta percha, 
alternated with two coatings 
of compound, weighing 212 
lbs. per knot. The core was 
served with hemp saturated 
in tar. For the deep-sea por- 
tion the rope was protected 
with eighteen (No. 16) iron 
wires (Fig. 128); the shore 
end with nine iron wires of a 
larger gauge, as in Fig. 124. 
The first portion of this cable — Suez to Aden — ^was laid in 
three sections: the first between Suez and Cassire, 255 
knots; the second between Cassire and Snakin, 
474 knots; and the third between Suakin and 
Aden, a distance of 629 knots. The second por- 
tion of the cable — ^Aden to Kurrachee — ^was di- 
vided also into three sections, of which the first, 
that from Aden to Hallain, was 718 knots ; the second, from 
Halkdn to Muscat, 486 knots ; and the third, between Mus- 
cat and Euirachee, 481 knots. 

Notwithstanding the able staff of electricians and engineers 
present at the submersion, numerous faults 
were paid out. Every section of this line, 
one- after the other, became faulty; and after 
repeated attempts to repair it, the cable had 
to be regarded as a failure. A marked pro- 
gress was, however, to be observed in the 
manufacture and submersion of this cable ; 
the pecuniary loss was great, a cone- 




Fig. 123: 




Tig. 124. 

and, although 



spending amount of information was gained, which the 
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next cable, of equal magnitade, was destined to reap the 
benefit of. 

152. Passing over the shorter cables laid in the interval, 
some of which straggled through the difficulties that beset 
them, wexome to the Malta-Alexandria cable. At this date 
(1860) begins the scrupulous supervision of cables, both of 
their electrical and mechanical conditions, during the different 
stages of the manufacture. This progress we owe to the 
late lamented Mr. Lionel Gisbome, and to Messrs. Siemens, 
who were appointed by the Government to superintend the 
engineering and electrical departments. The cable was 
originally designed to join Falmouth with Gibraltar in tele- 
graphic circuit. 

The core consists of a strand of seven copper wires, weigh- 
ing 400 lbs. per knot, covered with three coatings of gutta 
percha, alternating with three coatings of compoimd, also 
weighing 400 lbs. per knot. The core was served at the 
sheathing works at Greenwich with hemp saturated in tar, and 
covered with eighteen No. 11 iron wires for the deep-sea 
portion, of which Fig. 126 gives a perspective view and sec- 
tion ; the shore end was made of two sizes, lengths of the 
same core being covered with iron wires of two thicknesses 
for thick shore end and intermediate shoro end. 

When the Gibraltar-Falmouth line was abandoned in 
March, 1860, it was determined to lay the cable between 
Bangoon and Singapoor ; and in December of the same year 
the steam-ship Queen Victoria was laden with the first portion 
of the cable. Stress of weather compelled the ship to put 
into Plymouth, on her way round the channel, and while 
there, the electrical conditions of the cable appearing to 
justify a delay, and this delay preventing the possibility of 
the ship, which wanted some repairs after her passage, 
reaching the Malay coast in time to save the fine season, the 
expedition was decided to be put off. In January, 1861^ 
the destination of the line was again altered* a^d the authori- 
ties determined that it should finally be laid in three sections 



Digitized by 



Google 



240 



THE ELECTRIC TELEGRAPH. 



between Malta, Tripoli, Bengazbi, and Alexandria. The 
submersion was carried out in the snmmer of 1861 with 
si^al success by the engineers of Messrs. Glass, £lliott, 
and Co. 
The length laid between Malta and Tripoli is 28Q hiots, 
that between Tripoli and Bengazhi 507 
knots, and that between Bengazhi and 
Alexandria 597 knots. 

The cable has not worked nnintemiptedly 
sinee that time, and a new cable is nov 
about to be submerged in deeper water 
between the same terminal points. 

153. The Persian-Gulf cable, laid in 1864 
by Sir Charles Bright and staff, had, during 
its manufacture and submersion, the ad- 
vantage of all the experience accumulated 
in dealing with the previous cables. The 
conductor is a compound copper wire con- 
sisting ot five pieces, four segments forming 
a cylinder, and a tube in which they are 
contained. This conductor was made by 
placing the four segmental pieces in a tube, 
and drawing the whole down as a solid 
wire. The diameter of the wire so drawn 
is 0*111 inch; its weight 225 lbs. per knot. 
The conductor is insulated with four coat- 
ings of gutta percha and compound to the 
thickness of 0*380 inch, weighing 275 lbs. 
per knot. The core was aerved with the 
best Eussian hemp, saturated in salt water. 
The outer covering consists of twelve No. 7, 
Tig. 125. B.W.G., galvanised iron wires, covered with 
two coatings of hemp and a bituminous compound, consisting 
of 34 parts of mineral pitch, 56 of silica, and 10 of tar. The 
cable was covered with this mixture by means of an ele- 
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vator driven by the closing machine, so furrang^d that when- 
ever the machine stopped the elevator was also stopped, 
and no compound was poured over the cable until the 
machine started again. In this way the core was guarded 
against exposure to heat for any length of time at one 
spot. 

The total length of cable laid down is a little over 1,150 
knots in the following four sections : — ^Kurrachee to Gwader, 
246 knots; Gwader to Mussendom, 857*3 knots; Mussen- 
dom to Bushire, 892*7 knots ; and Bushire to Fao, 154*2 
knots. The cable ends approaching the Miibssendom station 
being laid in shallow water over a ro^ky bottom^ and fre- 
quently exposed to abrasion and faults, it has now 
been decided to lay a new line, insulated with Hooper's 
patent india-rubber, between Bushire and Jask, in deeper 
water. 

154. Of more recent date still is the little cable laid in 
1864 between Carthagena and Oran by Messrs. Siemens; 
in point of length con]^paratively insignificant, but embracing 
a totally novel constru.^iiipn, and many points which entitle 
it to a place here. 

The core was m^ufactured by the Gutta Percha Company, 
and did them infinite credit for excellent workmanship and 
materials. It consisted of a strtm^ of tiiree copper wires, 
weighing 72 lbs. per knot, covered -v^th three coats of gutta 
percha, alternated with as ma^ny Qoats of compound, weigh- 
ing 144 lbs. per knot. E^^h separate knot was tested, at a 
temperature of 24^ C, under a pressure of 300 atmospheres, 
by Eeid's method, and had at that temperature and pressure 
an average resistance of insulation of over 600 millions per 
knot 

The corQ was covered at the cable factory of Messrs. 
Siemens Brothers, at Charlton, with a laminous sheathing 
of copper. It was passed through a series of three machines 
in close succession. In going through the hollow spindle pf 

M 
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the first machine, a close spiral covering of fine hemp strings 
was applied in such a way that the strain upon 
each of the strings was nearly equal. This strain 
was adjusted by friction springs at the sides of 
the bobbins containing the hemp. The second 
machine, similar in constmction to the first, sup- 
plied a second covering of hemp, wound in 
the opposite direction to the first. Finally, the 
third machine covered the rope, spirally, with 
four strips of sheet copper, under a moderate 
pressure. By an ingeniously- constructed cover- 
ing tool these strips were made to overlap each 
other nearly half their breadth, by which the 
copper covering became about twice the thick- 
ness of the sheet. Fig. 126 shows a perspec- 
tive view and section of a piece of this cable. 

The cable was laid completely from the Douane 
at Ain-el-Turck, on the north coast of Africa, to 
the harbour of Carthagena, on the south coast 
of Spain, but broke about ten miles from the 
Spanish coast soon after its submersion. During 
the time it lasted, the resistance of its insu- 
lation was over a thousand millions per knot, 
Mid the speed with which it could be worked quite equal to 
that which the telegraphists had attained. The rupture 
occurred over the sudden faU which runs east and west along 
the Mediterranean, and on which the Toulon- Algiers cable 
parted some years before. This experiment will probably 
be the last to lay down a cable over this dangerous bottom. 

A cable of the same construction was subsequently sub- 
merged with success between Bona and Bizerta, and worked 
for a short time very satisfactorily. 

155. At the date of the first Atlantic cable the mechanical 
department was far ahead of the electrical. The cable was 
successfully laid — mechanically good, but electrically bad. 
At the present day the electrical department has made great 



Fig. 126. 
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progress towards perfection. A striking proof of this is that 
cables now rarely or never break down through electrical faults. 
To remedy the rapid oxidation of the iron wires in sea- water, 
experiments have been made, although on no very extended 
scale, to tar the cable as it passed out of the ship« Subse- 
quently Messrs. Bright and Clark patented their method of 
covering the finished cable with a bituminous compound, 
which should preserve the iron by excluding entirely the 
sea-water. In the development of the same idea, Messrs. 
Siemens have made a cable based on more scientific prin- 
ciples. It consists in covering the iron wires with hemp, and 
the hemp with zinc, in such a way as to form a large iron-zinc 
element. Zinc is electro-positive in regard to iron, and is, 
therefore, dissolved ; while the iron, forming the negative 
element, is left undisturbed. So long as the zinc lasts, the 
iron must remain intact; and the zinc in oxidising forms 
upon itself an insoluble crust, which preserves it for an indefi- 
nite time, so that a cable thus constructed must last for years. 

156. The most recent and unconditionally the most impor- 
tant cables at present are those which have been laid over the 
route of the old Atlantic line. This great undertaking came 
at the right moment, in every respect, to realisation, when 
both the electrical and mechanical departments had arrived 
at comparative perfection. 

These cables were manufactured by the Telegraph Con- 
struction and Maintenance Company — an incorporation of the 
firms of Messrs. Glass, Elliott, and Co., of Greenwich, and 
the Gutta Percha Company, of Wharf Road. The core con- 
sists of seven No. 18 gauge copper wires, twisted into a spiral, 
weighing 800 lbs. per knot, covered with four coats of gutta 
percha, between which are intervening thin layers of Chat- 
terton's compound, weighjing 400 lbs. per knot. The diameter 
of each wire is 0*048'' ; that of the strand, 0-146" ; and that 
of the guttapercha, 0'464", The core was manufactured in 
knot lengths, and tested before it left the factory, under a 
pressure of 600 lbs. per square inch, at a temperature of 
m2 
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750 Fahrenheit. At Greenwich the core was served with 
hemp, saturated with salt water. 
The outer covering of the deep-sea 
portion is formed by ten wires (No. 
18, B.W.G.) drawn from Webster 
and Horsfall*s homogeneous iron, 
each surrounded by five yams of 
Manilla yam, laid on spirally ; that 
of the first (1865) cable being satu- 
^' ^^^' rated with a preservative compound 

of tar, india-rubber, and some other ingredients, the inven- 
tion of Mr. William Hooper. That of the last (1866) cable 
was put on with plain hemp. A section of this portion is 
shown in Fig. 127. Its total diameter is 1*127". The shore- 
.end portion, a length of 50 miles, of the deep-sea cable is 
served with an extra thickness of hemp, around which is an 
outer protection of wire strands. The weight of the deep-sea 
cable per knot in air is 86 cwt., and its breaking strain 
8 tons. 

The finished cables were subjected to careful tests of iheir 
eleptrical conditions under the superintendence of the elec- 
trician to the contractors. As the cables left the closing 
machines they were coiled into tanks of water, and, when 
the lengths became sufficiently great, were transported to the 
steam-ship Ch-eat Eastern, which paid them out across the 
Atlantic. 

The electrical conditions of these cables are unexception- 
able, and the complete manner in which every stage of the 
manufacture was carried out entitles the hope that, as they 
have reached the bottom in safety, these lines will last an inde- 
finitely long time in thoroughly good condition. The em- 
ployment of so large a vessel as the Great Eastern for cable- 
laying was a courageous experiment, and the result is the 
most brilliant engineering success of the present -century. 

At the present moment there are nearly 15,000 miles of 
insulated wire subn^erged in the form of submarine cables, 
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in daily work, transmiitmg intelligence across different seas ; 
and at least an equal length has been lost in the same form, 
partly by failure in the submersion, principally by the 
development of faults after the lapse of time. 

157. Submersion of Cables. - — ^At present all gutta-percha 
covered cables of any importance are sent to sea in water-tanks 
on board the transport ships. The tanks are circular, with as 
large a diameter and as high as the room of the ship will allow 
between the bottom of the tank and the deck ; they are made 
of plates of iron riveted together, calked, and painted with red- 
lead to prevent rusting. There are usually two such tanks, the 
fore-hold and after-hold, on board a cable ship. In the centre 
of each tank a hollow cone of iron is erected (see Fig. 128), 
and above this a series of rings of 2'' round iron, which are 
lowered in the tank as the cable is paid out, are suspended 




Fig. 138. 

for guiding the cable as it leaves the tanks, and preventing 
it ^ymg out by centrifugal force and going into kinks. On 
leaving the tanks the cable passes through the rings in the 
circular space between them and the top of the cone, which 
it rubs against continually. A Y-wheel, <2, is put upon deck 
over the middle of the tank, over which the cable is led ; it 
then passes over the Y-wheel e, before the brake, takes three 
or four turns round the drum, /, goes over the V-wheel ^, 
under the jockey- wheel, A, of a dynamometer, and finally over 
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the stem-pnlley, i, into the sea. When the tank is at a 
distance from the hrake, it is nsual to let the cable ran in a 
wooden trough from d over the tank to « in front of the 
drum. The friction which the cable exerts against the sides 
and bottom of the trough assists the brakes in preventing its 
too rapid egress from the ship. 

A wheel- work with a counter is turned by the axle of the 
drum, /, for indicating the length paid out, and, by a simple 
mechanism, a bell is struck at the completion of each nnit of 
length (knot or kilometre). 

In picking up a cable, the counter, or tell-tale, sometimes 
indicates a greater length than that really taken in, the differ- 
ence being caused by the elasticity of the line, which is taken 
in under tension. As an instance of this, a hempen rope 
with a grapnel, let out over the drum of a brake, appeared 
by the tell-tale 3,000 metres, but, on being recovered, the 
index indicated a length of 8,100 metres, notwithstanding 
the shrinking of the rope in the water. Allowance for this 
has, therefore, always to be made when drawing in a line. 

No good electrical measurements are possible during the 
passage out, on account of the motion of the ship and the 
difficulty of keeping the apparatus dry ; the measurements 
which are made are only of value qualitatively and approxi- 
mately in the event of a fault occurring. The electrical 
conditions of the cable are, however, always kept under sur- 
veillance. 

Messrs. Siemens have constructed a galvanometer purposely 
for use on board ship. It consists of an astatic system of 
magnetic needles on a vertical bar, moving in stone pivots, 
and surmounted by an aluminium pointer. Each needle 
turns in the centre of an independent coil of wire. Above 
the glass cover of the dial-plate is a tall rod of brass carrying 
a horizontal adjusting magnet, which in diflferent positions 
and at different distances from the magnet system increases 
or diminishes its directive force, and with this the sensibility 
of the instrument. 
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Professor Thompson has succeeded in eliminating the direc- 
tive force of the earth's magnetism entirely from his marine 
galvanometer by surrounding it with a heavy armour of soft- 
iron, which gives it the advantage of retaining its constant of 
sensibility and zero point in whatever positibn the ship's 
head may be put ; he also keeps his mirror magnet steady by 
attaching it to a tightly-drawn cocoon fibre. 

The measuring apparatus on board does not materially 
differ from that used on shore, only, where it is possible, it is 
made simpler. On the sea everything is damp, and with a 
dampness caused by the particles of salt water carried by the 
wind ; these particles of water are conductors^ and provide a 
short circuit for the current to earth from evei^ comer of the 
apparatus. Therefore, the fewer the pieces used, the fewer 
the chances are that the *^ subtle fluid " departs from the way 
it should go. 

158. Before commencing to pay out a cable^ and while the 
ship is quiet in harbour, careful measurements are made of 
its insulation, copper resistatice, and temperature. 

In commencing to pay out a cable, one end of the shore 
cable is put upon the land and carried into the station. The 
ship pays this out to the end, when it is joined to the middle 
cable, or to the deep-sea cable if no middle cable is employed. 
At this point the officer of the ship takes the bearings care- 
fully in his nautical way^ and the telegraph engineer takes 
his bearings in a less scientific and much simpler way. These 
consist in rough sketches of marked points on the coast. 
The line which a church makes with a hill, or two hills 
together, or an inlet with a hill behind, should be carefully 
noted. There are very few coasts which do not present such 
inequalities as to enable the engineer to find lines between 
distant objects. Of these lines, two at least should be 
noted, if possible, making an angle of 90^ with each other ; 
and the objects noticed on the land should be, one as near to 
the water and the other as far from it as the nature of the 
coast permits. In the long run, this method is the most 
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valuable, and enables the engineer to retom at any time to 
the exact locality of the joint in case he may want to pick 
it up. 

From this point begins the most difficult and risky part of 
submarine telegraphy. The manufacture requires a constant 
supervision and care; it has, however^ the advantages of 
terra firmaf and any accident may be repaired) because the 
essential element — ^time — ^is to be had ; but the laying demands 
untiring courage and caution, and that because, when once 
under way, there is no stopping without danger to the cable, 
notwithstanding the innumerable casualties which invariably 
attend a sea voyage. 

159. In his book on telegraphy M. du Moncel Ba3rs 
that, in order to lay a cable successfully, the speed of the 
ship should be precisely that of the outgoing cable. XJnfor- 
tunutely for the telegraph engineer, this physicist's ideas of 
ihe sea bottom do not correspond with the reality ; instead 
of being level like a street, it is found that as great irregu- 
larities occur in the earth under the water as in the earth above 
it. The sea has its mountains, its valleys, its precipices, as 
well as the dry land, and over these mountains, and across 
these valleys, and up and down these precipices, the cable 
must be laid, and not hung from peak to peak like a tight- 
rope. It must everywhere rest upon the bottom ; if not, it 
must sooner or later break by its own weight between the 
points of suspension, or abrade against the rocks until it is 
cut through. 

160. The shape of the bottom is ascertained approximately 
by soundings made with the lead and line. Such soundings 
have been made in almost all seas, and diagrams of the 
bottom, from these data, are constructed before the opera- 
tion of paying out the cable is commenced. Such, for 
instance, are the sections (Fig. 129) of the bottom of the 
sea between Iceland and Greenland, and Greenland and 
Labrador, constructed from soundings made for the proposed 
North Atlantic route. The localities where some of the 
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Bonndings were made are given by the vertical dotted 
lines, and the corresponding depths in fathoms by the 
figures at the surface. Sadden points may, and no doubt 
do, occur which the soundings do not discover ; but when 




AlaulSlu -miles 




rig. 129. 

the soundings are taken at moderate distances all ' the 
great irregularities may be considered as being known. 
Soundings for the English Government were successfully 
made by Rear- Admiral Sir J. C. Boss in his expedition to 
the southern Antarctic Sea, in March, 1840, by a method 
which appears to be the only trustworthy one yet devised — 
that of sounding by time. A lead is sent down upon a very 
light line, just strong enough to withstand the friction of the 
water in descending, its purpose being only to give an indi- 
cation when the lead reaches the bottom. The time which 
elapses between the momeivt when the lead is eased down and 
each successive mark passes out of the ship, as well as the 
moment when the lead touches the bottom, is noted and 
compared with data given by previous measurements or 
with the calculated velocities. The velocity of a body falling 
freely in water is found to be, after the first few seconds, 
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nniform. When it hangs upon a line, however, the velocity 
of descent decreases regularly by reason of the friction of 
the line against the water. The results obtained in this 
way are more to be depended npon than those obtained by 
direct measurement of the line, which is liable to make 
curves in the water by drifting, under-currents, &c,, influ- 
ences which do not alter the times of descent when the 
resistance of the line is yety small. Both line and lead are, 
of course, lost in this measurement. The French officials use, 
on the contrary, a strong line, and a lead which they recover 
always. Their results ate therefore lesd reliable, unless the 
soundings are taken from a small boat, which is not drifted 
by the wmd so much as the ship, and even then not where 
there are any considerable under-currents* 

These diagrams of the bottom give a tolerable notion of 
the amount of slack which should be expended at each point 
of the line, and the engineer is able to regulate his brake 
accordingly. As a rule, the more cable thrown away in the 
form of slack, the more chance there is that the cable will 
succeed. 

l-Gl. If the bottom were level, M. du Moncel's idea would 
be just, and the speed of the ship could be made uniform witii 
the speed of the outgoing cable ; in which case the cable 
from the stem-pulley to (he bottom would form in the water 
a straight line. If the speed of the ship were increased, the 
line would bend over and form a curve concave with the 
bottom ; and, if decreased, the cable would have a tendency 
to form a curve convex towards the bottom. But these 
curves can occur only after altering the relative speeds of ship 
and cable. 

We have heard some engineers question the truth of the 
assertion that a cable descending ii^ the water from the stem 
of a ship whose speed is uniform must form a straight line 
inclined to the bottom. The question admits of an easy 
solution. From what was said of the descending weight 
used in sounding, it will be remembered that when a heavy 
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body is thrown into water, after the first instant it descends 
to the bottom through equal spaces in equal times. Suppose, 
therefore, from a ship sailing with uniform speed, at distances 
of every fathom travelled over, a pellet were dropped over- 
board, it is evident that by the time the second pellet touched 
the water the first would have descended a depth, say, n feet 
below the surface ; when the third was dropped, the second 
would be n feet below the surface, and the first twice n feet ; 
when the fourth was dropped. No. 1 would be thrice n feet, 
No. 2 twice n feet, and No. 8 only n feet down, and so on, 
forming always a straight line. The same must necessarily 
apply to a cable paid into the water at a uniform rate and 
descending nniformly ; it can take no other form in the water 
than that of approximately a straight line. 

Messrs. Brook and Longridge* have demonstrated this 
mathematically in a very able manner. The results of their 
developments are of great use in a practical sense, instruct- 
ing ns, as they do, on the important question of how much 
strain must be put upon the outgoing cable by the brake, 
and indicated by the dynamometer, in order to lay out the 
line under any desired conditions. 

When a cable is being paid out, two forces act simul- 
taneously upon it : first, gravitation^ by which it falls to the 
bottom — ^this force acting perpendicularly ; secondly, friction 
of the water, which, by reason of its position, lying upon an 
inclined plane, gives it a tendency to slide down in a line 
from the ship to l^e point where it touches the bottom. 
The angle formed by the cable in going down depends 
obviously only upon the relation between the speed of the 
ship and the velocity with' which the cable falls freely in 
water, and is independent of the tension with which it is 
laid. The force, however, with which the cable tends to 
slide down the inclined plane is very nearly equal to the 
weight of a length of cable reaching from the point where it 
touches the bottom perpendicularly to the surface of the 
♦ « Minntea of Proo. Inet. Civfl Eng.," 1868. 
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water. This sliding tendency is of great use in suceessfhlly 
submerging a cable, as it enables the engineer to lay ont his 
line with sufficient sliding, or slack, to cause it to fall into 
all the irregularities of the bottom without spanning any of 
them. If the bottom were quite level, a cable could without 
danger be laid out without any slack, in which case it is 
evident that the engineer would have to oppose just so much 
resistance or brake-power as would balance the tendency to 
slide or to take slack. 

This balancing or brake power would be exactly the weight 
of a length of cable in water equal to the depth, if the resist- 
ance ci the water against the surface of the cable did not 
retard the inclination to slide in a slight degree, and thus to 
lessen the force necessary to be applied in retaining it. 

The bottom being, however, irregular, the engineer has to 
be supplied with soundings which instruct him at each point 
of the course what depth of water he is in. He knows, also^ 
the angle which the cable makes in the water, and therefore 
he can tell easily under what depth of water the point of the 
cable is which at any moment touches the bottom, and accord- 
ing to this depth he has to r^ulate his brake-power. Were 
he to regulate the power according to the plumb-line from 
the ship to the bottom, at any moment he might fSsdl into the 
^Tor of giving too little slack just when it is most needed, 
that is to say, on approaching a bank. 

In the late attempt to submerge the Atlantic cable, the 
angle at which the cable went to the bottom was 9^ 8(X. 
The average depth of the Atlantic is two knots, and, as the 
cable weighs in sea- water 14 cwt. per knot, it follows that 
in order to lay out this cable on a plane bottom, a retarding 
force of 28 cwt. would have been required. A very small 
fraction of this retarding force is found by the cable itself, in 
the form of friction against the water in sliding. But the 
strain put upon the cable by the brake on board was only 
12 cwt., and consequently 16 per cent, of cable slid uniformly 
down the incline to accommodate accidental irregularities 
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at the bottom, and prevent it hanging suspended between 
them. 

Ym. Undebgbound Teleobaphs. 

162. In England, as well as generally on the Continent, 
the system of underground telegraphs is gaining fiayour. The 
cause of this is that, besides their unsightliness, there are 
inconveniences attending the overhead system with which 
the underground is not burdened. These inconveniences 
arise principally from the facility with which overhead wires 
may be wilfully and maliciously tampered with, and from 
their exposure to atmospheric influences, which necessitates 
their continual repair, and a proportionally high cost of main- 
tenance. 

The posts on all the great telegraph highways are becoming 
overcrowded. To erect new wires endangers them ; to erect 
Hew posts beside the old ones is offensive to the eye, without 
in the least diminishing the danger of their being continually 
wilfully or accidentally damaged. Scarcely a storm of any 
magnitude, indeed, passes over the country which does not 
play havoc with the overhead wires. Were we in possession 
of an efficient method of underground telegraphy, such acci- 
dents could not occur ; and, therefore, we think it highly 
probable that the next few years will see the rapid develop- 
ment of systems of burying the wires ; and hope to see their 
disappearance into the earth — ^in tubes, cables, sewers, or 
subways — anyhow that is safe, in fact, and underneath the 
surface* 

168. The principal difficulties that underground lines have 
had to contend with have been the carelessness with which 
the wires were laid, and the decay of the insulating materials. 
These difficulties have been met, perhaps, more completely 
in France than elsewhere. The prejudice which the French 
have against wires crossing their streets in all sorts of dan- 
gerous spans and inelegant angles has necessitated the em- 
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ployment of the nndergroand system in their towns. The 
result has clearly shown that, when moderate care is taken 
in hnrying the wires, and in insuring perfect cables before 
they are buried, their electric condition will last unimpaired 
for years. The underground cables in Paris are composed 
uniformly of seven conductors, each consisting of a strand 
of seven copper wires insulated with several thicknesses of 
gutta percha. They are placed in the sewers, in the cata- 
combs, and in iron tubes under the streets. The cables 
which are carried through the sewers are enclosed in 
lead tubes to prevent the gases developed there destroying 
the gutta percha. In the catacombs, which are free from any 
development of gas, the seven insulated wires are simply 
wrapped with a tape serving prepared with sulphate of copper. 
Eight such cables, supported in a zinc trough 4 inches deep 
and 2 inches wide, are carried along the sides of the passages. 
The temperature of the catacombs seldom varies from 12^ C; 
the atmosphere is damp, the floor being generally only a 
few feet above the level of the weUs, and water percolating 
always through the rock. For the lines underneath the 
streets, iron tubes are employed to protect them against 
mechanical injury, whilst they also prevent the circulation of 
the air and retard the deterioration of the gutta percha by 
oxidation, and by the escape of the essential oil, whose 
presence seems necessary to preserve its elastic condition. 
These tubes are like those used for gas ; they are of cast- 
iron, in lengths of about 8 feet, their diameters being pro- 
portioned to the number of wires which they have to contain. 
They are planted in a trench a yard deep. The separate 
lengths are connected with lead joints, and at distances of 
from 50 to 160 yards a tube is inserted of larger diameter, 
which slides over the ends of two neighbouring ones, so that 
by pushing it back the lines can at any time be got at for 
repairs. These places are also used when drawing the cables 
through the tubes. This is done in lengths of 400 yards or 
thereabouts, the cables being first well covered with pow- 
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dered talo to reduce the friction against the sides of tho 
tubes. 

In London, the Electric and Intemational Company uses 
almost exclusively underground lines. They are of gutta 
percha, contained in 8-inch cast-iron pipes laid under the 
pavements, and terminating in joint boxes. Of these wires 
there are about 1,600 miles, contained in about twenty miles 
of tube underneath the pavements. 

164. A very practical form of tube for underground wires 
has been constructed by M. Leon Delperdange, of Brussels. 
This tube is of iron, with a slit three-fourths of an inch 
broad along the uppor side for laying in the cables, and saving 
them from the chances of injury by being pulled through. 
When the cables are placed in the tube, a length of ± iron, 
broader in the bottom flange than the slit, is put into each 
length, and fastened there by means of three iron wedges 
passing through holes in the upper rib of the JL iron. The 
space above the flange, to the height of the top of the tube, 
is then flUed in with some water-tight cement, which seals 
it up completely, but which can, at any time, be removed 
with a chisel, in. order that the cables may be lifted out and 
repaired, if necessary. The joint between two lengths of 
tube is made by a ribbed clip which presses a collar of 
vulcanised india-rubber over two slightly elevated, rings 
on the neighbouring ends of the tubes. At regular inter- 
vals, the tubes enter round testing-boxes formed by cylindrical 
chambers covered with flat lids packed with india-rubber rings. 
165. Ihe expense of gutta percha and india-rubber has in- 
duced repeated experiments to be made to employ asphalt 
and bituminous compounds for the insulation of under- 
ground lines. Until recently, these experiments have, although 
sometimes carried out on a large scale^ not been attended 
with success. But it is probable that the failures have been, 
in the majority of cases, due more to want of sufficient care 
in the experiments, and familiarity with the subject, than to 
the unsuitableness of the materials employed. Three diflerent 
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methods of insiilation with bitaminons compoonds have 
recently been brought prominently forward: 1, that of 
mann&ctnring and planting lines in rigid sections ; 2, that of 
laying down naked wires in a trench, and ponring melted 
gas-pitch in npon them ; and 8, that of rendering the pitch 
plastic, by which wires covered with it may be coiled. 

The first system — that of so-called rigid sections — ^has 
been strongly advocated by Mr. NicoU. The wires are of 
copper, covered with hemp, which is thoroughly impregnated 
with an asphalt compound. This core is then placed cen- 
trally in a hollow cane saturated in some insulating and 
preservative compound, which protects it from mechanical 
iigury. , The cane is applied by a machine in two equal 
lialves, being closed upon the core by a taping with some 
asphalt compound, and presents a very respectable appear- 
ance. This core is manufactured in lengths of about 10 feet. 

At the ends of the sections the wires protrude about an 
inch, for the purpose of making the necessary joints. At one 
end of each section the wire is twisted in a hollow coil or 
'* corkscrew ; *' at the other, it is straight. In planting the 
lines, the straight end of one section is intended to be pushed 
into the coil of its neighbour, and good metallic contact is 
then secured by the blow of a hammer or by soldering. 
When the wires are thus connected up, a short tube which 
embraces the ends of both sections is put over them, and 
filled up with melted insulating compound. 

The great number of joints seems to be the only objection 
to this system ; but this question depends solely upon, 1, 
their insulation relatively to that of the line ; 2, the time 
occupied in making them ; and, 8, the additional cost which 
they occasion, which the inventor finds not to turn out dis- 
advantageously to the system. 

The second system has been tried in Holland by M. Holz- 
mann. Instead of planting previously-prepared rigid sections, 
M. Holzmann manufactures his line as he lays it down. He 
first places his cast-iron troughs in a trench ; then lays the 
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wires in theniy divided by glass supports ; and, lastly, pours 
in melted gas-pitch. The trough is afterwards covered up 
with a lid, which is wedged on. Half a mile of this line works 
very satisfactorily between Abconde and Amsterdam. 

But this, like the preceding method, requires a more ex- 
tended experiment of its merits in order to establish it as a 
practical system. 

The third suggestion is that of M. Jalloureau, of Paris, 
who covers his wires with a flexible bituminous compound, 
put on with strips of brown paper wound spirally round, 
the whole forming a core which may be transported in any 
length upon a drum. The paper is thoroughly dried before 
being used, and is weU impregnated with the compound. 
After the wire has been coated with the requisite number of 
laminous spirals and intermediate compound, it is wound 
round helically with two iron binding wires in opposite direc- 
tions. The purpose of these wires is to invest the core with a 
superior longitudinal strength than it would have from the 
paper alone, and at the same time to keep the paper strips 
from injury. Core made in this way when new is very 
flexible, and may be coiled when cold round a drum of 6-inch 
radius without sustaining apparently any damage whatever. 
We consider, nevertheless, M. JaUoureau*s system to be 
inferior to either of the others, although it aspires to attain 
more. The attempt to construct a permanently flexible 
core with an asphalt compound can never be successful, 
because the material has naturally so little tenacity, even 
when softened by the admixture of tar or other hydro- 
carbons, that a sudden jerk is almost always attended with 
a rapture ; and it increases its degree of hardness so mate- 
rially with a small decrement of temperature, that in coiling 
or uncoiling the core it would always be in danger of 
receiving faults in insulation. There is also an objection to 
the use of tar, that, not being procurable in large quantities 
in a state free from water, its specific insulation is very low, 
and its admixture with the asphalt would only diminish 
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the insnlating capacity of the latter. The idea of asphalt 
insulation is not new : it has been repeatedly tried, and has 
as often disappointed its advocates. Nevertheless, it has 
never been satisfactorily proved that the system is a bad 
one, bat rather that some other element to success Was 
wanting. The best invention, without energy and intellect 
to carry it through, will in the majority of cases fail. As 
probably, however, neither of these important elements is 
wanting now, there «re reasonable hopes that, with the 
benefit of all the experience and failures bequeathed to 
them by earlier workers in the same field, the promoters of 
asphalt insulation may succeed in their endeavours to give 
us cheap underground lines, by which they will be doing a 
most welcome service to telegraphy. 

IX. Atmospheric Electricity. 

166. The study of electricity has not only placed the em- 
plo3anent of one of the most important of the powers of 
nature ready for the uses and convenience of mankind, but, in 
cases where this power, in the hands of nature herself, occurs 
too violently for the safety of our tender organisms, has also 
provided us with a ready means of avoiding danger* In the 
early part of the preceding century, various physicists noticed 
the resemblance between electricity and lightning. It was 
reserved, however, for Stephen Grey, in 1785, to conjecture 
their identity. Fifteen years later the Abbe NoUet repro- 
duced Grey's coi]jecture, and supported it by more circum- 
stantial reasoning. But the proof was not given until 
Benjamin Franklin, in 1749, made his celebrated kite ex- 
periment. This experiment consisted in sending up a kite 
surmounted by a pointed wire, which was connected electri- 
cally with the line, the latter being made conducting. The 
kite was made of a cross, formed of two light strips of cedar- 
wood, to which the four comers of a silk pocket-handkerchief 
were attached. The stretched handkerchief, provided with 
loop, tail, and string, could be raised in the air like a 
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common kite, and had the advantage of being able to with- 
stand rain and wind. At the other end of the string, near 
the observer, a key was fastened to intercept the electricity 
in its descent ; and in order to prevent it from reaching the 
person holding the kite, a silk ribbon was tied to the ring of 
the key, and held in the hand, thns allowing the conducting 
string to fall upon the earth. Fear of ridicule compelled 
Franklin to make his experiments in the presence of only his 
son. At first his string was dry, and he got no satisfactory 
results ; then the rain came down and wetted his string, and 
he received a spark from the key. Thus was Benjamin 
Franklin successful in one of the boldest experiments ever 
made by man upon the powers of nature, and from that 
moment he became immortal. The accomplished fact of 
discharging, by artificial means, the lightning from the clouds 
proved beyond dispute the identity of atmospheric with 
frictional electricity. Franklin was not a mere theorist, with 
no higher aim than knowledge, nor a mere adventurer, with 
no higher object than profit. Franklin was a true civil 
engineer, who sought to direct " the great sources of power 
in nature for the use and convenience of man." Convinced of 
the correctness of his views, he proposed the use of lightning- 
dischargers for the roofs of buildings, such as are employed 
to this day. 

But these inquiries of Franklin did not immediately find 
favour. The Eoyal Society laughed at his speculations, 
and refused them a place in its ** Transactions." In that 
great body of learned men there was not one who cared 
to apply his intellect to comprehend Franklin, or his 
courage to support him until he had established beyond 
question the correctness of his theory ; and then the 
Boyal Society lavished upon him its honours, as some satis- 
faction for the injury it had done him. Subsequent experi- 
ments have proved that the atmosphere is always more or 
less charged with electricity ; that in some parts the charge 
is positive, in others negative. Accumulations of atmospheric 
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electrieity ocoxir particularly in the clonds, which become 
charged in their formation, their passage, or otherwise, with 
high tension. 

167. It is this charge of electricity which probably tends, 
in a great measure, to prevent the clouds falling readily in the 
form of rain. It is well known thai bodies charged with the 
same kind of electricity repel each other, and it must be the 
same with the water-particles of which a cloud is composed : 
when they are charged with electricity they repel each other, 
and this i^epolsion prevents them combining and falling to 
the earth. But when the electricity is discharged and the 
repulsion over, the water-particles are free to unite and to 
descend to the earth in drops* This phenomenon we call 
a thunder- stonui It is the discharge and passage of such 
clouds which ofben prove destructive to telegraph lines and 
stations, and still more often disturb the regular service^ 

The most terrible effects are to be attributed to the electrical 
discharge into the line, or direct stroke of the Ughtning. 
This occurs when a charged cloud passes over and attracts, 
in the earth's surface immediately underneath it, the opposite 
electridty ; and where points occur over the surface, or any 
object stands up high, these points and objects are charged 
with greater tension during the passage of the cloud. The 
induction between the cloud and the earth then resembles 
that of a Leyden jar, the dielectric being represented by the 
thickness of air intervening between the cloud and the nearest 
points above the surface of the earth. As soon as this thick- 
ness is so diminished that the tension of the electricity is 
able to overcome it, a neutralisation ensues in the form of 
lightning. The telegraph poles and line-wires are especially 
favourable for the discharge of atmospheric electricity, being 
extended over an immense surface, and offering numerous 
points. 

As a cloud approaches, it induces an opposite charge in the 
earth's surface and in the line- wire, this charge becoming 
greater and greater as the cloud nears the line. While this 



Digitized by 



Google 



THE ELECTRIC TELEGRAPH. 261 

goes on, electricity of the same kind as the chaise of ihe 
clonds is driven along the line in the form of a current to the 
earth-plates of the stations at each end. When the cloud is 
near enough, it discharges itself into the Hne, and, more than 
neutralising the electricity of the latter, leaves the line some- 
times heavily charged with the fluid, which seeks the nearest 
road to earth. When the chaise is very intense, the lightning 
not unfrequently melts the line-wire in its passage along it, 
and splinters several of the posts. Should it succeed in 
entering a station and reaching the apparatus, the usual con- 
sequence is that it melts the coils of the receiving apparatus, 
and perhaps shatters the station. 

Schellen, who has written a beautiful chapter on this sub- 
ject in his book,* says that the destruction of the posts is 
probably caused by the water, which during rain creeps into 
the numerous pores and cracks of the wood, being decomposed 
by the lightning, the sudden expansion following its ccm- 
version into gas bursting them asunder. 

At times the earth plays no part in the discharge of the 
clouds. This is the case when two clouds charged with 
opposite electricities meet in the air and neutralise each 
other. A line of telegraph being underneath one of them, 
is charged by induction, as we have already seen, in common 
with the surrounding earth's surface, althoi^h to a greater 
extent, with accumulated electricity. This charge does not 
change so long as the clouds remain tranquil; but the 
moment the discharge takes place the electricity with which 
the line is charged is suddenly set free and seeks the earth. 
It is not seldom that it takes its way over the posts and 
through the station, where unless sufficiently protected, it 
does serious damage. 

There are, of course, many ways in which the positions 
of the clouds and their motions, with respect to the direction 
of the line, modify the conditions of the current. The pas- 
sage of the electric discharge between two clouds over the 
• «Der fUektromagixetisclia Telegraph,'' p. 341. 
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line is alone able to induce a powerful current, under certain 
circumstances, independent of the liberation of the static 
charge. 

The remaining phenomena of atmospheric electricity con- 
fine themselves to the production of currents of more or 
less intensity in the line. These are also dangerous to 
the apparatus, but not to the same extent as the stroke of 
lightning. 

These currents are produced in different ways. The 
atmosphere is everywhere electrical, either positive or nega- 
tive ; its electrical state depending partly upon the height 
above the surface of the earth, partly upon the hour of the 
day, and upon other causes of which our knowledge is 
limited. When a telegraph line runs through a region 
which, by reason of great difference of level or any other 
cause, at one end is positively ele.ctrical and at the other end 
negatively, the line taking the electrical tension of the atmo- 
sphere at all points, a constant current must pass through it 
so long as there are opposite electricities to combine in 
the circuit. Baumgartner, Henry, and others have made an 
especial study of this subject, and observed the phenomena 
under different conditions of height, weather, hour of the 
day, &c. 

The passage of a single charged cloud over the line occa- 
sions sometimes also a considerable and long-continued cur- 
rent through the apparatus. As the cloud approaches the 
line it induces in it an opposite charge. To do this the 
natural electricity of the line must be decomposed ; the elec- 
tricity of the same kind as the cloud is repelled to earth 
through the apparatus, and a supply of the opposite kind 
fetched by the same road out of the earth, and held by 
induction. The one going to and the other coming from the 
earth form a single current. This continues as long as the 
cloud nears the line. If it stood still for any length of time 
the current would cease, but the line would retain its charge. 
As soon as it moves off on the other side, the static charge 
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of the line becomes gradually liberated, and endeavours to 
establish equilibrium with the earth through the coils of the 
apparatus and earth-plates. Then arises a current in the 
opposite direction to the previous one, which lasts until the 
electricity of the line is neutralised. 

The last-mentioned phenomena are causes of annoyance 
rather than danger, but have been known frequently to 
interrupt the operations of an overland line for many hours 
in succession. 

Atmospheric electricity is the great enemy of overland 
lines ; and were it not for the protection which the present 
system of lightning-dischargers in some measure affords, it 
is probable that repeated sacrifices of apparatus, stations, and 
even the lives of the employes would long since have com- 
pelled the rejection of the overland system, and the adoption 
of the subterranean and submarine only. The latter are 
always free from danger, and can receive no injury from 
atmospheric electricity, so long as they are not in electrical 
connection with overland lines. When this is the case, and 
the latter are not supplied with lightning-dischargers, or they 
fail to do their duty, the lightning enters the insulated wire, 
and, bursting through the dielectric in its struggle to reach 
the earth, ruins the insulation in one or more places. This 
is always to be guarded against, particularly in dealing with 
long submarine wires, which may be irreparably injured by 
want of sufficient foresight in enabling the high-tension elec- 
tricity to go to earth soon enough. 

This protection is provided by opening a way for the atmo- 
spheric electricity from the line to earth, which offers it less 
resistance, and which it therefore sooner strikes into than 
the legitimate circuit of the galvanic current. 

168. SteinheiVs Lightning-discharger, — Steinheil * seems to 

have been the first who supplied the receiving apparatus with 

an arrangement for protecting it from the effects of atmo- 

^spheric electricity. The method of doing this probably was 

• In 1846. Dingler'g « Journal," 109, p. 302. 
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snggested to him from observing that sparks sprang over 
from convolution to oonvolaticm of the multiplier coHs of the 
apparatus employed on the line between Munich and Naa- 
hofen, in preference to going through the whole lengths of 
the coils to earth. He concluded jusUy from this that 
atmospheric electricity which charged his line resembled, m 
its disposition to spring over short distances, the better known 
frictional electricity, and differed in this respect from galvanic 
electricity. 

The behaviour of the two electricities is in no way mor« 
contrasted than in their choice of circuits. If, for example, 
a galvanic battery be inserted be- 
tween the points a and b (Fig. 180), 
the same being already joined by 
the long spiral wire w, the whole 
current will pass through the latter, 
and none will go over the space 
Rg. 180, between a and 6, however near 

they mt^ be, if they do not make absolutely metallic contact 
with each other. But if, instead of the galvanic battery, a 
charged electric battery or Leyden jar be substituted, the 
inner coating, for instance, being connected to a and the 
outer to bf it would discharge itself immediately over the 
small space between a and b, and very little, if any, would 
pass through the coil w. Thus the way which for galvanic 
electricity offers an infinite resistance is for static electricity 
a short circuit. 

Steinheil based the construction of his lightning-guard 
on this physical law. Instead of bringing the two ends of 
the line-wire into the station, he fixed each of them to a 
plate of metal 6 inches square, erected over the bureau in 
which the apparatus was contained. These two plates 
were insulated from each other by an intervening layer of 
silk-stuff, which offered an almost infinite resistance to the 
passage of a voltaic current, but was at the same time so 
thin that a spark of static electricity of moderate tension 
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.conld easily spring from one plate to the other. From the 
comers of each of the plates a conducting wire went to the 
apparatus below. 

The whole was fixed on the roof by an insulated sup- 
port, and, of course, protected by screens from rain and wind. 

In the event of the passage of atmospheric electricity of 
high tension along the line on one side, for instance, it would 
spring oyer from plate to plate, rather than traverse the fine 
wire forming the coils of the apparatus, and would go on by 
the other line to the next station ; Steinheil's intention being 
to conduct the high-tension electricity along the line, and to 
allow the apparatus to escape. 

169. Meissner's Plate Lightninff-discharger.'^—Sieiaheii'B 
-discharger had been constructed with the sole view of afford- 
ing the static electricity a short circuit across the apparatus, 
whilst the fluid passed in the same line circuit as the galvanic, 
current, from end to end. Meissner introduced the method 
of conducting the electricity directly from the discharger to 
earth — a method much more in accordance with the nature of 
•the electricity itself. 

Fig. 181 gives a perspective view of Meissner*s lightning- 
discharger. The upper plate, a, is of copper, 8 inches 
-long, 4 inches broad, and three-eighths of an inch thick ; 




Fig. 131. 

it is fastened to a second plate, b, of somewhat larger dimen- 
sions, by means of screws, nnnn. The two plates are, 
however^ insulated from each other and from the coupling 

N 
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lerews by the latter being contained in cylinders of ivory, 
and by the insertion of insulating rings of gntta percha one- 
eighth of a line thick between the plates, outside each of the 
ivory cylinders. The coiq>ling screws serve also Jbo fasten 
the two plates to a base board, which is nailed or screwed 
against the wall. 

The end of the line-wire lis attached to the comer of the 
upper i^te, ▲, by means of a binding screw. From the 
opposite comer a finer wire, Z, goes to one end of the wire 
forming the coils of the receiving apparatus ; the oUier end 
of the coils is connected by the wire s with the terminal b 
on the plate b, which is put in communication with earth by 
means of a thick wire, #. The two thin wires, I and b, are 
covered with silk, and are carried from the Hghtning-dischargar 
to the board twisted round each other. Should the tension 
electricity in the line, therefore, escape by any chance a pas- 
* sage acrosstbe plates a b, it will certainly pass from the wire 
I through the silk covering to the wire l, before it reaches 
ihe apparatus. 

The galvanic currents from the sending station, arriving by 
L, cross over the plate a to the wire Z, by which they reach 
the apparatus ; from the apparatus they come to the plate b, 
through the wire b, and, after CTossing over B, go to earth by 
0, The intervening stratum of air between the plates offers 
an infinite resistance to the galvanic currents, which are 
therefore not weakened by the lightning..guards in the circuik ; 
but electricity of greater tension finds this air-resistance 
infinitely small in comparison with that of the wire of the 
coil, and, therefore, on its arrival at a by the line l, it 
immediately springs over to n, and goes to earth through the 
thick wire 0, 

170. Fig, 182 gives a perspective view of a lightning- 
guard commonly supplied by Messrs, Siemens and Halske on 
Meissner*s principle of two neighbouring metallic plates. 
Over a cast-iron plate, a, called an earth-plate, are placed as 
near as possible, but without making metallic contact, two 
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smaller plates, b b, called eondnetors. Each plate has two 
screws for attaching wires. To the screws /, and /, are 
attached the up and down line-wires respectively ; and to the 
screws/' and f^ the wires leading to the apparatus i and n ; 
and, lastly, to the screw g, the earth- wire. 

The upper plates, b b, are kept in their places by small 
knobs, c Cf fixed to them, and by the buttons, d d, on the 




Fig. 182. 

earth-plate. In order to prevent metallic contact, these 
buttons are covered with vulcanite, as are also the sides of 
the earth-plate. 

The atmospheric electricity, on reaching the conductors, 
springs over to the earth-plate, and thus escapes the appa- 
ratus. 

Another form of lightning-discharger used on the Conti- 
nent, especially on railway lines, is a modification of the 
plate-dischargers. It consists of three brass cylinders with 
platinum faces, supported in an insulating frame. The line- 
wires are attached to the two end cylinders, between which 
the receiving apparatus is inserted. The middle cylinder is 
connected with earth. 

171. Breguet's Wir0 Lightning-guard, — ^An excellent idea 
N 2 
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was carried ont by Bregnet, in the constmction of his firsi 
lightning-discharger, in the employment of the power of the 
spark to melt a fine wire, and of making the lightning itself 
-cut the apparatus oat of circnit, and save it from injury in its 
own endeavour to force a passage through it. He was first 
'reminded of the necessity of protecting the instruments from 
the effects of atmospheric electricity by an accident which 
happened to the apparatus at the Yesinet station on the 5th 
May, 1846, when all the wires were fused and the apparatus 
rendered useless. 

His paratonnerre consisted of a piece of fine wire, 15 
to 20 feet long, which he carried from the apparatus to 
the termination of the line outside the telegraph bureau. 
The insertion of this fine wire in the circuit did not appre- 
ciably weaken the current by increasing the resistance of the 
line, and when a stroke occurred, the electricity .melted 
the wire, on leaving the line, before it could reach the appa- 
ratus. 

172. Fardley combined both the systems of discharging 
between plates of metal and of melting a fine wire, for better 
security, for protecting a line of sixty-five miles, in 1847. 

He divided the line-wire at the station, and brought Uie ends 
within a distance of half a millimetre of esfih other at the 
side of a stout wooden post, which supported also a wooden 
roof to shield the ends from wet and dirt, instead of inserting 
plates of metal in the line, as St^einheil and others had done. 
To each of the parts of th^ divided line he j pined some twenty 
feet of fine metal wire, which formed the leading wires to the 
apparatus. The line on either side, if struck by atmospheric 
electricity, would then, in all probability, discharge itself 
across the small space between the divided line-wire to the 
line on the other side ; but, should this not be the case, and 
the fluid find its way along either of the leading wires, the 
wire would be fused befpre the electricity could reach the 
apparatus. The leading wires also terminate^ in ft commu- 
tator, by which the operator, during a tbunder-stormy coulS 
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^nt the apparatus entirely out of circnit, establishing at the 
same time another connection between line and earth whereby 
the line circuit remained entire. 

178. NottebohnCs Point Lightning'-discharger, — ^Nottebohm 
has constructed and introduced a lightning-discharger for use 
on th6i Prussian state telegraph. li consists of a double cone, 
supported by a stout metal bar, in connection with the earth. 
The pointe are in close proximity with the points of two 
metal cones> which fure supported on a common base, and 
severally connected with the lines, and also with the two 
ends of the wire coils of the receiving apparatus. When the 
line contains free static electricity, the latter springs from 
the cone on the side on which the line is struck to the little 
double cone in the middle, and thus avoids the apparatus. 

174. A lightning-gtiard.of beautifhl construction, for pra- 
tecting submarine wires when connected with overland lines, 
is used by Messrs. Siemens and Halske, which, while suffi- 
ciently serving th^» saine purpose as those already described, 
has the advantage of being fixed upon the instrument board, 
where no difficulty can dxise in mounting it, and any disorder 
in which it may get will be more readily discovered. It is 
formed of a cube of brass connected with the earth, to three 
sides of which are presented sharp points of metal protruding 
from an arch in the circuit of the line^wire. The brass prism 
is faced with three metal plates, carr3nbig agate cones on the 
top and on each side under the arch. The purpose of the 
agate cones is to prevent the points being adjusted too close 
to the earth-block. The points are formed by three screws, 
the axes of which lie in the same plane, one running vertically 
through the top of the arch, and the other two horizontally 
on opposite sides. Within each of the screws, along its axis, 
is a second screw of small diameter, terminating in a conical 
point of platinum. There is an objection, however, to the 
employment of this discharger, from the fusing of the points 
with the surfaces of the block. 

175. Breguet has constructed a point lightmng-discharger» 
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HOW used on all the Freniaih Hnes, in which he inereases th« 
means of diaoharging the statio eleetrioit j from the line by 
increasing the number of points over which it can pass, and 
diminishing the resistance to its passage. Por this pnrpose 
he arranges two plates of copper insulated from each other 
upon a common board. The opposite edges are cut ont in 
the form of sharp teeth, so that the point of each tooth on 
one plate is opposite the point of a tooth of the other. The 
plates are put as near to each other as possible without any 
of the teeth making contact with their neighbours opposite. 
The two line- wires are attached to the plates by means of 
binding screws. A modification of this lightning-discharger 
includes both the arrangements of Breguet — ^the saw teeth 
and fine wire. 
This apparatus is shown in Fig. 188. It is composed of 




a fine iron wire (0*11 millimetre diameter) placed in the 
interior of a small horizontal glass or wooden tube for pro- 
tection. This wire is inserted in the line circuit between 
the entrance to the station and the apparatus. The line- 
wire is connected with the terminal l, the apparatus with 
terminal a, and earth with terminal t. When a storm 
occurs, the wire is fused, and the circuit of the apparatus 
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'With the line interrapted. On eack gidd of the Hue tenninaly 
wUoh is sapported upon a base-plate of saw teeth, is an 
earth-plate with oorresponding teeth ; so that after the eir- 
cnit with the apparatus is ctit off, all farther damage to the 
station is prevented. The switch contact-arm is provided 
for putting the line directly to apparatus or earth, as occa- 
sion may require^ After a stroke of lightning has fused the 




Ivire, the operator places the contact on t, by which the 
line is put to earth ; when the storm has passed over, he 
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transfers the contact to a, by which the transmission and 
reception cai^ be continued whilst a new wire is being 
inserted in the horizontal tube between l and a. 

176» The lightning-discharger used on the Prussian and 
Austrian telegraph lines is described in detail in Brix's 
<< Journal.'* It is on the points principle, and is arranged for 
being placed on the instrument board. From a bar of metal, 
(Fig. 184), on the left-hand side, project two points, c and c , 
with adjusting screws* Opposite these points are two 
similar ones, projecting from the terminals a and a', which 
are connected by the spirals, w and V, with b and b', respec- 
tively. On the margin of the board are five terminals for 
receiving the wires of lines, apparatus, and earth ; the bar o 
is connected by a wire underneath the board, shown by 
dotted lines in the figure, vnth the back terminal e, destined 
for the earth connection ; the terminal a is similarly connected 
with ^ on the one side, and a' with a! on the other ; b and b' 
are also in permanent connection ;with h and U on opposite 
sides. The two line-wires are brought to a and a\ and the 
apparatus is inserted between b and b'* 

177. Kerckhoff's Lightning-discharger includes arrange- 
ments for discharging the line both between surfaces and 
points. A hollow brass cylinder, supported by a bracket, is 
in permanent connection with earth. Inside this cylinder 
is a second metal cylinder, insulated ftom it by short ivory 
tubes at the ends, and held in its place by screw-points. 
The annular space between the cylinders does not exceed 
one-fourth of a line, so that electricity of moderately low 
tension can easily spring over. The line-wire is connected 
with one of the two terminal screws of the inner cylinder, 
and the wire leading to the apparatus with the other. The 
outer extremities of the screws are furnished with points, 
by which, should the electricity fail to leap over the annular 
space between the cylinders, it will in all probability dis- 
charge itseK to the opposite points on two screws connected 
^0 earth through their uprights and the common base-plate. 
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f 178. M. Tessd/in France, and M. Piceo, in Italy, have* 
introduced a lightning-gaard, constructed upon the automatic 
principle ; that is to say, that when the li^tning fuses the 
wire, the line is put automatically into contact with the 
earth. In the guard invented by M. Tesse, electrician to- 
the Chemin de Fer du Nord, a length of thin iron wire, held 
between two clamps, supports in its middle the head of a 
lever, the rod of which is hinged to the plate connected with 
the line-wire. When the wire is fused by the atmospheric 
electricity, the head of the lever released falls by its own 
weight, causing the back part of it, which is convelii&ntly 
formed for the purpose, ta make contact with the bottbm of 
the earth-plate. In this way the line is put to earth, and all 
further danger prevented. 

M. Picco, of Alessandria (Italy), employs a spring to do 
the same as gravitation in Tcsse*s lightning-guard. His 
special arrangement consists in leading the line-wire to a 
brass pillar, on the top of which is a metallic beam turning 
horizontally, but held in tension by a spiral spring around 
the pillar. When at work, one end of this beam is tied by 
means of about an inch of fine iron wire to the terminal 
leading to the instrument. When, however, the lightning 
fuses the wire, the spring forces the other end of the beam 
against the earth terminal, and thus puts the line and the 
earth into immediate connection. 

179. Bianchi's Vacuum Lightning-discharger. — ^Du Moncel 
describes this apparatus, which is of a novel but somewhat 
inconvenient construction. It consists of a brass globe 
inserted in the line circuit, covered and protected by two 
hemispheres of glass cemented into a broad metal ring, 
which is provided with radial spikes pointing inwards to 
within a very short distance of the surface of the globe. 
The latter is held in its place in the centre by an axis 
passing air-tight through the poles of the glass hemispheres, 
and ending in terminal screws. A tap is also inserted in 
the copper ring, through which the air is pumped out. The 
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ring is supported by a mstal plate at the baek» (^oninected^io 
earth, and by which the lightning-discharger is fixed againat 
the oatside oi the building. 

The foregoing are some of the best arrangements iaventcd 
as yet for protecting the apparatus from the ^ecta of 
atmospheric electricity. They all, in a more or less oom- 
plete degree^ fulfil their purpose, but none with entire 
certainty, as we from time to time observe in the damaging 
effidcts of a thunder-storm to the apparatus at stations which 
are sii^plied with dischargers of the best constructions. On 
other occasions, however, the dischargers do their duty in 
saving the stations and i^aratus from smoue damages* 
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ley's translation, 102. 
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Battery commutator, 147. 
Beaudoin and Dieney, 88. 
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Bianchi's lightning discharger, 272. 
Bonelli's chemical telegraph, 208. 
Borggrete^s commutator, 143. 

„ iron post, 218. 
Boucherie, Dr., process of preserring 

wood, 215. 
Brake for cable-laying, 245. 
Br^gnet, dial instrument, 163 ; direct* 

working Morse, 94; Ikrhtning dia- 

ehaigef8,267,269. 
Brettfs cable, 235. 
Bright, Sir Charles, method of pre- 

aenring posts, 217. 



Brooks, Dayid, new paraAne inse* 
later, 226. 

Cable tanks, 345; rings for, 245; 

Calais-Doyer, 235; first laid, 235; 

Atlantic, old, 237 ; Atlantic, new, 

243; Bed Sea and Indian, 238; 

Persian Oulf, 240; Carthagena- 

Oran, 241; Malta-Alexandria, 

239; outer protection of, 243; 

payUig out, 245; tests, 246. 
Calais-DoTer cable, 235. 
Cannstedt's telegraph, 28. 
Carlisle, decomposition of water by, 

20. 
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12. 
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underground lines, 67. 
Charged clouds, 259. 
Chauyin's insulator, 225. 
Chemical telegraphs, 199; Oind's, 

202; Davy's, 49; Maisonneuve's, 

201 ; BoneUPs, 208 ; Bain's, 199. 
Chloride of sine as presenratiYe 

means, 216. 
Circuit of earth, 42; simple Morse, 

57; dosed, for Moise apparatus, 

113; closed, for twosUtions, 113; 

electric, 264 ; galvanic, 264 ; local, 

47. 
Clark's line insulator, 221. 
Classification by Dr. Gilbert, 8. 
Closed-circuit method, 113. 
Clouds, discharge of, 259. 
*< C. M.," letter to theSeofs Jiaganju, 

7. 
Code, Morse's, 63; Gauss and Weberiw 

38; Steinheil's, 41; Stoehrei's. 

132. 
Commutators, station, 138; ICotte 
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bohm's, 139 ; Siemens', 141 ; Borg- 
greye's, 143 ; for stations with four 
lines, 145 ; battery, 147. 

Conducting powers, Desaguilliers*, 4 

" Conductors * and ** non-conduc- 
tors," 4. 

Cone for cable tanks, 245. 

Contact theory, 19. 

Cooke and Wheatstone's telegraph, 
43; alarm, 46. 

Copying telegraphs, Bain's, 199; taa- 
selli's, 204; Cros*, 206; Lenoir's, 
212; BoneUi's, 208; Bakewell's, 
203. 

Coxe's telegraph, 23. 

Cros* chemical telegraph, 206. 

Currents, atmospheric, 260. 

IVArlincourt^s telegraph, 198. 

Davy's, Ed., telegraph, 49. 

Decomposition of watery 20. 

Delperdange's tubes, 255. 

Depth of ocean, 248. 

Desaguilliers' conducting powers, 4. 

De Sauty's submarine key, 71. 

Descent of bodies in water, 250. 

Desgoffe's type-printer, 192. 

Diagrams of bottom, 249. 

Dial telegraphs) 156 ; Briefs, 163 ; 
Kramer's, 169; Siemens', 156; 
Wheatstone's, 168» 

Digney, direct-working Morse, 88. 

Direct-working Morse instrument, 
85; Digney's, 88; John's, 88; 
Siemens', 91 ; Wheatstone's, 151 ; 
Vina/s, 94; Br6guefs,94. 

Discharge of clouds, 259. 

Discovery of galvanism, 15 ; electro- 
magnetism, 24 ; decomposition of 
water, 20; volta-electric induc- 
tion, 29 ; earth circuit, 42. 

Don Silva's telegraph* 11. 

Double telegraphy, 125; needle in- 
struments, 56. 

Dover and Calais cilble, 235; and 
Ostend cable, 236. 

Du Moncel, theory of cable-laying, 
248. 

Durability of posts, 220. 

Dvnamometer used in paving out, 
245. 

Early observations of electrical phe- 
nomena, 1. 
Earth plate, 234. 
Earth circuit, 42. 
Edlund, double telegraphy, 129. 
Effects of voltaic current, 17. 



Elastic line, picking up, 246. 

Electricity of amber, 1 ; atmospheric, 
258; "vitreous" and "resinous," 
4 ; " positive ** and " negative," 4; 
of tourmaline, 1. 

" Electrics " and " non- electrics," 4. 

Electric spark discovered, 2. 

Electro-chemical telegraphs, 199; 
magnet, Sturgeon's, 27. 

Eloctfo-magnetic telegraph, inven- 
tion of, 30. 

Electro-magnetism, d^iscovery of, 23. 

Electroscope, pith-ball, 10 

Embossing telegraph ^Morse), 48. 

Erection of overhead h^ies, 231. 

Experiments on speed of working, 
by Guillemin, 91. 

Fabroni, 19. 

Fac-simile of Bonelli printing, 212. 

Failure of old Atlantic line, 237. 

Fallacy of supposing that any single 
individual invented the electnc 
telegraph, 47. 

Faraday's discovery of znagneto-elec- 
tricity, 29. 

Fardle}?8 lightning dischai^er, 268* 

Fechner's telegraph, 26. 

First Atlantic line, 237 ; cable, 235 ; 
suggestion of ah electric telegraph, 
7; dial instrument of Wheatstone, 
61; observation of electricity, 1; 
classification of bodies, 2; obser'^ 
vation of decomposition of water, 
20 ; experiments On trahsmission, 
2 ; observation on galvanism, 13. 

Forms of line insulators, 220. 

Franklin, Benj., experiments on 
transmission, 7; one-fluid theoiy, 
7; experiment with atmospheric 
electricity, 258. 

French iron posts, 220; line insu- 
lators, 223; underground tele- 
giaphs, 257; railway telegraphs, 
163; telegraph bell, 166. 

Frischen's method of telegraphing 
in opposite directions, 123; method 
of Closed circuit, 113. 

Galvanf, 16; discovery of voltaic 
electricity by, 15; theory of ani- 
mal electricity, 17. 

Galvanised wire (so called), 227. 

Galvanism, Volta's theory of, 18. 

Gauss and WebePs telegraph, 33. 

German lightning discharger, 271; 
line insulators, 221. 
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Gilbert, Dr., classification of bodies, 
2 ; Ointl's method of telegraphing 
in opposite directions, 118; che- 
mical telegraph, 202. 

GintVs sensitising solution, 202. 

GloBssener's needle telegraph, 57* 

" Great Eastern ''used to lay Atlantic 
cables, 244. 

Guillemin's experiments on recep- 
tion, 91. 

Highton, 12. 

Uoltzmann's underground sirstem, 

.256. 

Hooper's preservatiye for hemp, 

House's printing telegraph, 190. 
Hughes's printing telegraph, 179. 

Indian and Bed Sea cable, 238. 

Induced magnetism, 23. 

Induction in overhead lines, 67; 
underground lines, 67; subma- 
rine lines, 67 ; currents for Morse's 
system, 133; relay, 80. 

Injection of preservatiyes, 216. 

Insulators^ zinc, 220; Clark's, 221; 
Belgian, 222; Chauyin's, 225; 
Brooks's, 226; Prussian, 221; 
Spanish, 222; French, 223; Yar- 
ley's, 223 ; Siemens', 224. 

Intermediate-station commutator, 
131, 141, 143. 

Iron posts, French, 220; Siemens', 
218. 

Jalloureau's underground lines, 257. 
Jar, Leyden, 5. 

John's direct-working Morse, 87. 
Joints in overhead wires, 228 ; Bri<- 

tannia, 228; double twist, 229; 

French, 230; collar, 230, 
Joly's type-printing telegraph, 94. • 

Kerckhoff 's lightning discharger,272. 
Keys, transmitting, 66 ; for subma^ 

rine lines, 67. 
Kite experiment, Franklin's, 258. 
Kramers pointer telegraph, 169; 

alarm, 172. 

Laplace's suggested telegraph, 26. 
Lardner's experiments with Bain's 

apparatus, 301, 
Law, AmpWs, 24; of electro-piag- 

netism, 28. 
Laying cables, 245. • 



Lenoir's mechanical copying tele- 
graph, 212. 

Leeage's telegraph, 9. 

Lever key, Morse's, 49, 66. 

Leyden jar, discovery of, 5; Wat- 
son's form of, 6. 

Lightning dischargers, Steinheil's, 
263; Meissner's, 265; Siemens', 
266, 269; Briefs, 267, 269; 
Fardley's, 268 ; Nottebohm's, 268 ; 
Prussian, 271; Kerckhoff 's, 272; 
Tesse and Picco's, 273 ; Bianchi's 
273. 

Liffhtning discharged by Franklin, 
258; and electricity, 259; stroke 
of, 260. 

Line insulators, 220 ; Belgian, 222 ; 
Brooks's, 226; Chauvin's, 225^ 
Clark's, 221 ; French, 223 ; Prus- 
sian, 221 ; Siemens', 224 ; Spanish, 
222 ; VarWs, 223. 

Local circait, Wheatstone's, 47. 

Lomond's telegraph, 10. 

Magnet, electro-, 27 ; Hughes's, 186. 
Magnetism, electro-, first observed. 

Magneto-electricity, 29. 

Magneto -electric telegraphs, 23: 
Gauss', 33; Siemens', 156; Stein - 
heU's,38; Wheatstone^, 51. 

Magneto-induction key, 137. 

Mallet, R., buokled plates for posts, 
219. 

Malta- Alexandrian cable, 329. 

Maron, double telegraphing, 129. 

Meissner'slightning discharger, 265. 

Methods of attaclung line wire to 
insulators, 220. 

MorSi^es, R., type-pripting telegraph. 
196. 

Morse, S. F. B., claim to first appli- 
cation of electro-n;iagnet, 32^ 

Morse telegraph, 48, 59; telegraph 
key, 49, 66. 

Morse simple circuit, 59; simple 
circuit for two stations, 6%, 

Morse code, 63. 

Morse transmitting plate, 77. 

Morse recorder, 83 J recorder, with 
movable magnet, 84 ; direct-work- 
ing recorder, 86 ; ditto, by Digney, 
88 ; ditto, by Vinay, 94; ditto, by 
Br^guet, 94; ditto, by Siemens, 
95. 

Morse self-starting recorder, 9^ 

Morse translation, 99. 
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lfon^ worind by elossd drcnit, 113 ; 
woriced by indaction correntSy 123. 
Mone, Wbeatstone's form of, 151. 
Morse and Jaokson, 30. 
MaltipUer, Sohweigger's, 25. 
MuflchenbroBck, Leyden jar, 5. 

Needle, magnetic, 23. 

Needle and acoiuiic tdegrapb, 54. 

Needle tdagraph, single, 54; ditto, 
doable, 57« 

'^NcjsatiTe'' and ^'positiye'' elec- 
tricity, 4. 

New AUantie cables, 248. 

Nioholson, decomposition of water, 
20. 

NicolPs nndergronnd system, 256. 

Noiseless operation of chemical tele- 
graph, 202. 

Nottebohm's commntator, 139 ; light- 
ning discharger, 268. 

Observations of electricity of amber, 
1 ; of tourmaline, 1 ; of atmospheric 
electricity, 259. 

Ocean telegraphy, 235. 

Oersted not the discoverer of the 
deflection of the magnet needle, 

Operations daring paying oat, 245. 
Opposite directions^ to telegraph in, 

Ostend-Dover cable, 236. 
Outer protecti<m of cables, 243. 
Overhead lines, 215, 227 ; protection 

of, 227 ; erection of, 231 : joining 

of,228; chaigein,233. 

Paying out cables, 245. 

Persian Gulf cables, 240. 

Phenomenon of charge, 67, 234. 

Piece's lightning disohaiger, 273. 

PUe, voltaic, 17, 

Pillars of stone for postflg 218b 

Pith-hall electroscope, 10. 

Plans : single Morse, 57 ; <Utto, witk 
relay, 61, 62 ; Siemens' submarine 
key, 68; translation, 101 ; Morse, 
with olosed circuit, 1 13 ; ditto, open 
and closed circuits, 118; ditto, 
telegraphing in opposite directions, 
123; Stoehrer's double style, 129 ; 
indaction, Morse, 135; ^Siemens' 
pointer telegraph, 162; Br^guefs 
dial instruments, 167; Kramer's 
aUrm, 173, 174; Joly^ printing 
tel<jgraph, 195, ^ ^ "^ 



Plate, Morse, transmitting, 77. 

Pointer telegraphs, 156; Knma'9, 
169 ; Bret's, 163 ; Wheitfatone's, 
168; Siemens', 156. 

Polarised leUy, 80; wHli recoidii^ 
106. 

^Positive'' and <<nflgmtiv«^ elee- 
tricities, 4. 

Poets: erection of, 231; impragna- 
tion of, 216 ; iron, Siemens', 218 ; 
ditto, Fkench, 220; stone, Swiss, 
219; wooden, 231; domtion ol 
220. 

Poaget-^aisonneave's telegraph, 201. 

Preece, doable telegraphing, 129. 

Preservatives: sulphate of copper, 
215; chloride <^ zinc, 216; chio 
ride of manffanese, 217 ; oxide d 
nine in acetic acid, 217; tarring, 
217, ^ 

Printing telegraphs, 178; Hnghes^s, 
179; Hoose's, 190; Dcseoffe's, 
192; Jol/s, 194; Morses', 196; 
Guyot d'Arlincourt'*, 198 ; Levin's. 
198. 

Protection of cables, 243; of pests, 
216 ; of wire, 227 ; of instrnments 
and stati<Nas, 263. 

Prossian line insulators, 221 ; light- 
ning dUchaigers, 278. 

Railway telegraphs, 278; Franch, 
163; German, 156; Englidi, 54. 

Bate of signalling, Bondli, 212; 
Lenoir, 214; Morse, 91. 

Recorders, Morse, 83; direct-worii- 
ing, 86. 

Red Sea and Indian telegraph eaUe, 
238. 

Relays, 79 ; polarised, 80 ; American, 
79 ; Morse's and Wheatstone's, 79. 

Repulsion and attraction, 4. 

" Resinous" electricity, 4. 

Be-transmission or translation of sig- 
nals, 99. 

Beusser's telegraph, 11 ; alarm, 11. 

Rings for cable tanlcs, 245. 

Ritchie's telegraph, 27. 

Romagn^, discovery of eketro-mag 
netic deflection, 24. 

Ronald's telegraph, 13. 

Schilling's telegraph, 27. 
Schweigger's multipUer, 24; tele- 
graph, 22. 
Sea-bottom, 248, 
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8eotioii of bottom, 248. 

Sections of cables: New Atlantic, 

244; Dover-Calais, 236; Dover 

and Ostend, 236; Old Atlantic, 

237; Red Sea, 238. 
8elf-«cting make-and-break, 175. 
Self-starting and stopping Morse, 96, 

98 
Sensitising solutions: Bain's, 202; 

Gintl's, 202. 
Sheathing of wooden posts, 217. 
Ship's gaivanometer, z^7, 
Siemens^ marine galvanometer, 246; 

sabmarine key, 68; polarised re- 

hY, 81 ; embossing Morse, 84 ; 

self Hstartinff Morse, 98 ; polarised 

Morse, lOo; complete submarine 

board, 110 ; induction Morse, 133 ; 

magneto-induction key, 137 ; type 

telegraphs, 152 ; pointer telegraph, 

156; line insulators, 224; iron 

post, 218. 
Silva's telegraph, 11. 
Simple Morse circuit, 57; embosser 

for two stations, with relays, 61 ; 

another plan, 62. 
Sinde-needle telegraphs, 54. 
Sinking, curve of, in water, 250. 
SUck of cables paid out, 252; of 

Atlantic cable, 252. 
Sommering's telegraph, 20; alarm, 

22. 
Sortais' self-releasing Morse, 95. 
Sounder, American, 58. 
Soundings, 249. 
Spanish line insulator, 222. 
Spark, electric, 2. 
Specimen of Bonelli types, 212. 
Specimens of printing : Hughes, 190; 

BoneUi, 212. 
Speed of telegraphing, 91, 212, 214, 
Spring, translation, 109. 
Station commutetor, 138. 
Stays for posts, 231. 
SteinheiFs telegraph, 39, alphabet, 

41 ; discoverv of earth circuit, 42 ; 

lightning discharger, 263. 
Stepnen Grey : discovery of conduce 

tion. 2 ; conjecture of the identity 

of electricities, 258. 
Stoehrer's double-style apparatus, 129; 

alphabet, 132. 
Stretehing insulators, 22a 
Struts for posts, 231. 
Sturgeon's electro-magnet, 27. 
Submarine key, Siemens', 68 ; ditto, 

DeSautv'8,71- 



Submarine work, swlteh for, 72 ; lines, 
235 ; board, 110; curve of descent, 
250. 

Submarine cables, 235; Dover and 
Calais, 235; Atlantie, 237, 243; 
Red Sea. 238; Malta and Akz 
andria, 239; Persian Oulf, 240; 
Carthagena and Oran, 241; ovter 
protection of, 243; submerrion of, 
245; on the bottom, 248. 

Submersion ci deep-sea lines, 215. 

Sulzer, observation of galvaaitiB, 15. 

Swiss stone poits, 208. 

Symmer,4. 

Synchronism: Bakewell's method, 
203; CaseUi's method, 204; Oros' 
method, 207; Desgoffe's method, 
192; Bonelli's method, 210; Le- 
noir's method, 213. 

Tanks in cable ships, 245. 

Telegraphing in opposite directions, 
119. 

Telegraphing, double, 125. 

Telegraphs : Wheatstone's vni- 
versa!, 108; Kramer's pointer, 
169; type-printing, 178; Hughes's, 
179; House's, 190; Usage's, 
9; '»C. M.'s,''7; Lomond's, 10 
Reusser's, 11; Don Silva's,^l; 
Betancourfs, 12; Cavallo^s, 12; 
Ronald's, 13; Sommering's, 20; 
Schweigger's, 22 ; Coxe's, 23 ; 
Ampere?, 26 ; Fechner's, 26 ; Rit- 
chi^s, 27 ; Sohilling v. Cannstedt, 
28; Morse's, 30; Gauss and We- 
ber's, 33; Steinheil's, 39; Cooke 
and Wheatstone's, 43 ; Da^s, 49 , 
single needle, 54; double needle. 
56 ; Gloessenerts needle, 57; Thorn 
son's needle (galvanoscope), 57. 
automatic, 148 ; Wheatetone^s au 
tomatic, 149 ; type (Siemens'), 152 ; 
dial, 156; Siemens' pointer, 156; 
Bract's dial, 163; Desgoffe's 
tvpe, 192; Jol/s tvpe, 194; Mo- 
renos' type, 196 ; electro-chemical 
and copying, 199; Bain's, 199; 
Gintl's chemicaL 202 ; Bakewell's, 
203; submarine, 235; undeiground. 
253; overhead, 215. 

Tell-tale in paying out, 246. 

Tesse's lightning guard, 273. 

Thales of Miletus, L 

Theophrastns, 1. 

Theory, Franklin's, 4; Galvani's, 
17; Volta's,18. 
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Thomson, siDgle-needle tekmph, 
57 ; marine galvanometer, ^7. 

Translation, 99; Varley's apparatus, 
102. 

Translation spring, 109. 

Translation between lines with dif- 
ferent systems, 115 ; between lines 
with closed circuits, 117. 

Transmission: experiments of Winclc- 
ler, 5 ; of Watson, 6 ; of Grey, 6; 
of Franklin, 7 ; of Du Luc, 7 ; of 

. Lemonier, 5 ; of Du Fay, 4. 

'Transmitting plates, 77. 

Transmitting keys, 66, 

Trees, insulators attached to, 217. 

Type transmitters, Siemens', 152. 

Type-printing telegraphs, 178 ; Des- 
gofte's, 192 ; Joly's, 194 ; Morgues', 
196. 

Underground telegraphs, 253 ; diffi- 
culties of, 253; French system, 
254; Delperdange's tubes, 255; 
asphalt, 255; NicolPs system, 
256; Holtzmann's system, 256; 
jalloureau's system, 257. 

Uniyersal telegraph, 168. 

Yarley's switch for sul^nMirine work, 



72; translation apparatus, 102; 

line insulator, 223. 
Villette's Morse kej^, 66. 
Vinay's direct-working Morse, 94. 
" Vitreous" electricity, 4. 
Volta-electric induction, 29. 
Volta's theory, 18. 
Volta'spile,19. 

Wall, Dr., electric spark, 2. 

Water, decomposition of, 20. 

Watson, Dr., experiments on trans- 
mission, 5 ; Ley den jar, 5. 

Weber's telegraph, 83. 

Westminster bridge, wire across, 5. 

Wheatstone and Cooke, 42. 

Wheatstone's dial instrument, 51; 
single needle, 54; double needle, 
56 ; Morse recorder, 151 ; automatic 
telegraph, 149; universal telegraph, 
169; alarm, 46; relay system, 

Winckler, 5. 

Wire for oyerhead lines, 227. 

Wire, methods of protecting, 227; 

of jointing, 228. 
Wooden posts, inferiority of, 220. 
Working, rates of^ 91, 212, 214. 



THE END. 
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By Q;^ A. Gillmore, Bvt. Maj.-Gen., U. S. A., Major, 
Corps U. S. Engineers. With numerous iUustratbns. 
▼ roL 8vo, cloth 4.M 

THE TOiniO KBCHANIO. Containing directions for 
the use of all kinds of tools, and for theconstruaion 
of Steam Engines and Mechanical Models. By au- 
thor of **The Lathe and its Uses." Square i6mo. 
cloth '. 1.75 

HABEUOH. The Mechanics* Tool Book, with Practical 

' Rules and Suggestions for Use of Machinists, Iron 

Workers, and others. By W. B. Harrison, associate 

editor of the '* American Artisan.** Illustrated with 44 

engraring^ lamo, cloth • i . 50 

ESHBId (Q|aus). Skdeton Structures, espeda/^y in their 
applicatiod to the Building of Sted and Iron Bridges. 
By Olaus Henrid. With folding plates and itagramt. 
I ToL 8ro, doth • j.oo 

HBW80H (Wm.) Prindples and Practice of EmbanUi^ 
Lands from River Floods, as applied to the Levees of 
the Mississippi. By William Hewson, Civil Enpneer. 
1 vol Svoydoth s.oo 

THE IE BOUIBHOB CHXOBOOBAPH. By Bvt Capt 
O. £. Michaelis, First Lt Ordnance Corps, U. S. A. 

Illustrated, 4to, cloth 3.00 
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HOLTiRT (A. Lb) Railway Practice. American and Euro- 
pean Railway Practice, in the economical Generation of 
Steam, including the Materials and Construction of Goal- » 
burning Boilers, Combustion, the Variable Blast, Va- 
porization, Circulation, Superheating, Supplying and 
Heating Feed-water, &c., and the Adaptation of Wood 
and Coke-burning Endues to Coal-burning; and in 
Permanent Way, including Road-bed, Sleepers, Rails, 
Joint-fastenings, Street Railways, &c., &c. By Alex- 
ander L. Holley, B. P. With 77 lithographed plates. 
1 vol. folio, cloth $1 3«0fl 

• • • M^ (beee satdecta are treated by th« aathor in botii an IntelUgeni and Intal 
llftble manner. The facts and ideas are well arranged, and presented in a clear and sis* 
pie stjle, accompanied by beantifUl engrarings, and we presome the work will bo i» 
garded as indispensable by all who are interested in a knowledge of the coostmoMoa fli 
railroads and rolling stock, or the working of locomotiTes."— &;iefi({^ AsmKoom. 

HTOT (R M.) Designs for the Gateways of the Southern 
Entrances to the Central Park. By Richard M. Hunt. 
With a description of the designs, i vol. 410, illus- 
trated, doth 5.. 00 

KDfO (W. H.) Lessons and Practical Notes on Steam, 
the Steam Engine, Propellers, &c., &c., for Young Ma- 
rine En^neers, Students, and others. By the late W. 
H. King, U. S. Navy. Revised by Chief Engineer J. 
W. King, U. S. Navy. Twelfth edition, enlarged. 8vo, 
cloth 2.0a 

THE KANPAS CITY BBID6E, with an account of the 
Regimen of the Missouri River, and a description of. 
Methods used for founding in that River. By O. 
Chanute, Chief Engineer, and George Morrison, 
Assistant Engineer. Illustrated with five' lithographic 
views and twelve plates of plans. 4to, cloth 6.00 

ON THE STBENOTH OF BBIPOES AND EO0F8 for 

the use of Engineers, By S. H. Shreve. Illustrated. 
8vo.' In press. . . 



Digitized by 



Google 



D. TLS NOSTEAND*B PTTBUGATIOIIS. 



nVIFIE (V'm.) Mechanical Drawing. A Text-Book 
of Geometrical Drawing for the use of Mechanics and 
Schools, in which the Definitions and Rules of Geometry 
are familiarly explained ; the Practical Problems are ar- 
ranged^ from the most simple to the more complex, and 
in their description technicalities are avoided as much > 

as possible. With illustrations for Drawing Pkns, Sec- ^ 

tions, and Elevations of Buildings and Machinery ; an 
Introduction to Isometrical Drawing, and an Essay on 
linear Perspective and Shadows. Illustrated with orer 
300 digrams engraved on steel. By Wm. Minifie, 
Architect. Seventh Edition. With an Appendix on 
the Theory and Application of Colors, i voL 8vo, 
cloth • $4.00 

WILLIAMSON. Practical Tables in Meteorology wd 
Hypsometry, in connection with the use of the 
Barometer. By Col. R. S. Williamson, U. S. A. 
I vol. 4to, flexible cloth a . 50 

CULLEY. A Hand-Book of Practical Telegraphy, By 
R. S. CuUey, Engineer to the Electric and Internd- 
tional Telegraph Company. Fourth edition, revised 
and enlarged. 8vo. Illustrated. Cloth 5 .00 

POPE. Modem Practice of the Electric Telegraph. For 
Electricians and Operators. By Frank L. Pope. 
Seventh edition, revised an I illustrated. 8vo, cloth. . 2.00 

HIHIFIE (Wm.) Geometrical Drawing. Abridged from 
thp Octavo edition, for the use of Schools, Illustrated 
with 48 steel plates. Fifth edition, i vol. i2mo, 
cloth 3,00 

FOTTERT. Materials and Manufacture of Terra Cotta, 
Stoneware, Fire-Brick, Porcelain, Earthenware, 
Brick, Majolica, and Encaustic Tiles. By A. Beck- 
with. 8vo, cloth 1.50 
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niECB(Prof. Benj.) System of Analytktl Mecluiiict» 
Phjnictl and Celesdtl Mechanics, by Benjamin Piercep 
Perkins Professor of Astronomy and Mathematics in 
Hanri^ University, and Consultii^ Astronomer of the 
American Ephemeris and Nautical Almanac. Developed 
in four systems of Analytical Mechanics, Celestial Me- 
chanics, Potential Phyucs, and Analytic Morphology. 
1 vol fto, cloth • $10 .o* 



**I hav* r«-«samiiMd the Momoira of the grest geometori, and haT« itilTeii to < 
iato their htteit reMvohes and their moei ezaliad forms of thorghi into a ooasiUflBt aai 
■Biibni tseatise. If I have hereby raooeeded in opening to the stndentB of mj mmatfy a 
readier aoceea to theeechoiee Jewels of intellect; it their briUiancy is not impairad ia this 
•ttempt to reset them; it, fa their own constellation, they Ulnstrate each other, and esB- 
esatrate a stronger light upon the names of their disooTerers; sad, still more, if aaj gm 
which I mv have presumed to add is not wholly lustreless in the co Jeetion^ naU t&i 
that my work has not been in r9iiL"^Eatractfrom the Pnfmot. 

PLTHPTON. The Blow-Pipe ; a System of Instruction in 
its Practical Use, being a Graduated Course of Analy- 
us for the Use of Students and all those engaged in the 
Examination of Metallic Combinations. Second edi- 
tion, with an appendix and a copious index. By Geo. 
W. Plympton, of the Polytechnic Institute, Brooklyn. 
1 voL i2mo, cloth a.oo 

POOK (S. M.) Method of Comparing the Lines and 
Draughting Vessels PropeUed by Sail or Steam. In- 
cluding a chapter on Laying off on the Mould-Loft 
Floor. By Samuel M. Pock, Naval Constructor, i 
vol. 8vo, with illustrations, cloth 5 .oo 

RANDALL'S QUAETZOFEEATOE'S HAND-BOOK. By 

P. M. Randall. New edition, revised and enlarged. 
Fully illustrated. 1 2mo, cloth ; 3 00 

BOOEES (H. D.) Geology of Pennsylvania. A complete 
Scientific Treatise on the Coal Formations. By Henry 
D. Rogers, Geolog^t. 3 vols. 4to, plates and mapa. 
Boards JO-M 
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■OBHARnrB BLA8TIH0 IH BOSTOH HABBOB9 
MASSACHVSBTTS. Removal of Tower and Cor- 
win Rocks. By John G. Foster, Lieutenant-Colonel 
of Engineers, and Brevet Major-General, United 
States Army. With illustrations. 4to, cloth $3 fo 

IHAFFHXB (T. P.) Telegraph Manual. A complete 
ICstory and Descripdon of the Semaphoric, Electric^ 
and MagQcdc Telegraphs of Europe, Asia, and Africa, 
with 62$ illustradons. By TaL P. Shaffher, of Ken- 
tucky. New edidon. 1 voL 8vo, doth, 850 pp. . . . 6.50 

SILVERSMITH (Julius). A Pracdcal Hand-Book for Nfi- 
nerb| Metallurgbts, and Assayen, comprising die motC 
recent improvements in the diuntegradon^ amalgama 
don, smeldng, and pardng of die Precious Ores^ with a 
Comprehensive Digest of die Mining Laws. Greatir 
augumented, revised, and corrected. By Julius ^rer* 
smith. Fourth edidon. Profusely illustrated, i voL 
lamo, dotlv • J.00 

gnat's LEVELLINO. A Treatise on die Principles and 
Practice of Levelling, showing its application to pur- 
poses of Railway Engineering and the Construction 
of Roads, &a By Frederick W. Simms, C. K 
From the fifth London edidon, revised and corrected, 
with the addition of Mr. Law's Practical Examples 
for Setting Out Railway Curves. Illustrated with 
three lithographic plates and numerous wood-cuts. 
8vo, cloth a . JO 

6VBVAEIHE WAEPARE9 Offensive and Defensive, 
''ncluding a Discussion of the Offensive Torpedo 
>ystem. By Lieut -Commander J. S. Barnes, U.S.N. 
Vith illustrations. 8vo, cloth 5.0a 
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PLATTNER'S BLOW-MPB ANALYSIS. A Complete 
Guide to Qualitative and Quantitative Examinations 
with the Blow-Pipe. Revised and enlarged by Prof. 
Richter, Freiberg. Translated from the latest Ger- 
man edition by Henry B. Cornwall, A. M., E. M. 
8vo, cloth $7.50 

I^EIDRICH'S Theory of Strains for the Construction of 
Bridges, Roofs and Cranes. Illustrated with plates 
and diagrams. 8vo, cloth 5.00 

STlLXiHAK (Paul). Steam Engine Indicator, and the 
Improved Manometer Steam and Vacuum Gauges — 
their Utility and Application. By Paul Stillman. 
New edition, i vol. 1 2mo, flexible cloth i.oo 

BAHMELSBEEO'S Guide to Quantitative Chemical An- 
alysis, especially of Minerals and Furnace Products. 
Translated by Prof. J. Towler. 8vo, cloth 2.2s 

SWEET (S. H ) Special Report on Coal ; Bhowing its 
Distribution, Classification, and cost delivered over 
different routes to various points in the State of New 
York, and the principal cities on the Atlantic Coast. 
By S. H. Sweet. With maps, 1 vol., 8vo, cloth 3.00 

IHTEOSVCnON TO CHEMICAL PHTSICS. Designed 
for Academies, Colleges and High Schools. By 
Prof. T. R. Pynchon. Fully illustrated, thick i2mo, 
cloth 30c 

WALEBE (W. H.) Screw Propulsion. Notes on Screw 
Propulsion, its Rise and History. By Capt. W. H. 
Walker, U. S. Navy. 1 vol. 8vo, cloth 75 

BZAXIHATIOH OF THE TELEGRAPHIC APPAEA- 

TU8 and the Processes in Telegraphy. By S. F. B. 
Morse, LL.D. Svo, cloth 3-Of 



Digitized by 



Google 



». TAir M06TBAia>*8 PUBLIOATIOin. 



WEISBAOH'S MECHANICS. New and revised edition. ^ 

A Manual of the Mechanics of Engineering, and of 
the Constraction of Machines. By Julius Weisbach, 
Ph. D. Translated from the fourth augmented and 
improved Gennan edition, by Eckley B. Coxe, A. M., 
Mining Engineer. Vol. I. — Theoretical Mechanics. 
I vol. 8vo, I, I GO pages, and 902 wood-cut illustra- 
tions, printed from electrotype copies of those of the 

best German edition. $io.oo> 

Abstract of Contents.— ^Introduction to the Cal- 
culus — The General Principles of Mechanics — Pho- 
ronomics, or the Purely Mathematical Theory of 
Motion — Statics of Rigid Bodies — ^The Application 
of Statics to Elasticity and Strength — Dynamics of 
Rigid Bodies — Statics of Fluids — Dynamics of Fluids 
— ^The Theory of Oscillation, etc. 

••Tbe present edition is an entirely new worlc, greatly extended and very miMh IM' 
pr«¥ed« It forms a. text-boolc which must find its way into the hands, not only of erery 
Btndent, but of erery engineer who desires to refresh his memory or acquire clear idea» 
on donbtftil points."— 7%6 Ibeknologitl, 

WAEB (J. H.) Steam for the Million. A popular Trea- 
tise on Steam and its Application to the useful Arts, 
especially to Navigation. By J. H. Ward, Com- 
mander U. S. Navy. New and revised edition, i 
vol. 8vo, cloth 1 .00 

WHUDEN (J. K.) On the Strength of Materials used 
in Engineering Construction. By J. K. Whilden. 
I vol. T2mo, cloth 2 .oa 

WILLIAMSON (R. S.) On the use of the Barometer on 
Surveys and Reconnaissances. Part I. Meteorology 
in its Connection with Hypsometry. Part II. Ba- 
rometric Hypsometry. By R. S. Williamson, Bvt. 
Lieut -Col. U. S. A., Major Corps of Engineers. 
With Illustrative Tables and Engravings. Paper 
No. 15, Professional Papers, Corps of Engineers. 

I vol. 4to, cloth I5.0(> 
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Bi 1AM MOmAXD't P1»LIG4XI0«ii 

UKBLDTO (J. A.) Long and Short Span RaUwaj 
Bridges. By John A. Roebling, C. E. lUustrated 
with large copperplate engravings of plans and views. 
Imperial folio, clcHh $25 .09 

€LABKE (T. C.) Description of the Iron Railwaj 
Bridge over the Mississippi River, at Quincy, Illi- 
nois. By Thomas Curtis Clarke, Chief Engineer. 
Illustrated with 27 lithographed plans, i vol 8vo, 
cloth 7 50 

TDBHEB (P.) A Treatise on Roll-Turning for the 
manufiu^ture of Iron. By Peter Tunner. Trans- 
lated and adapted by John B. Pearse, of the Penn- 
sylvania Steel Works, with numerous engravings 
and wood-cuts, i vol. 8vo, text, and foL vol Flates^ 

doth • ••••• 10.00 

j^ IBHESWOOD (B. F.) Engineering Precedents for Steam 
Machinery. Aiianged in the most practical and 
useful manner for Engineers. By B. R Isher- 
wood, Civil Engineer, U. S. Navy. With illustra- 
tions. Two volumes in one. 8vo, cloth 2 . 50 

SATJEBUAV. Treatise on the Metallurgy of Iron, con- 
taining outlines of the Histoiy of Iron Manu&cture, 
methods of Assay, and analysis of Iron Ores, pro- 
cesses of manufacture of Iron and Steel, etc., etc 
B|y H. Bauerman. First American edition. Re- 
vised and enlarged, with an appendix on the Martin 
Process for making Steel, from the report of Abram 
S. Hewitt Illustrated with numerous wood engra- 
vings. i2mo, cloth 2 .00 

«1hii li aa Important addltkNi to th« stoek of tedmloal works published in tbii 
«oimti7. It •mbodlfls tho latest flu}t8, diaoOTeries, and p roocs s s s ooonected with tht 
^ OManfhetiire of Iron sad tfleeH and sboold be hi the hands of ereiy person interested is 
Ihe SQltfeet, as weU as hi an teohBlcal and scisnilflo Ubrarles."--iSW^^ 

SHOT as SIOBEB^S Manual of Qualitative Chemical 
Analysis. New edition, revised. By Pro£ W. R. 

Nichols. i2mo, illustrated • . 1.50 
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MVGRHT. Treatise on Optics : or, Light and Sight, the- 
oreticallj and practically treated ; with the af^lica- 
tion to Fine Ait and Industrial Pursuits. By £. 
Nugent With one hundred and three illustrations, 
lamo, cloth $2.oa 

" Tbta book li of ft praetioal nther than * theoretical kind, and li designed to alta« 
■fOCTirate and oomplete information to all Interested in applieatipni of the •cienee.^Apwwt 



SABINE. HISTORTAHDPBOOIIBSSOFTHBELBC. 
TBIO TSLBOBAPH. By Robert Sabine, CE. ad 
edition, with additions. Fully illustrated, lamo, clo. 1.25 

OLTNN (J. ) Treatise on the Power of Water, as applied 
to drive Flour Mills, and to give motion to Tur- 
bines and other Hydrostatic Engines. ByJose[^ 
Glynn. Third edition, revised and enlarged, with 
numerous illustrations. i2mo, cloth 1.35 

PRIME. TREATISE OH OBE DEPOSITS. By Bern- 
hard Von Cotta. Translated from the Second Ger- 
man edition by Frederick Prime, Jr., Mining Engi- 
neer, and revised by the Author. With numerous 
illustrations. 8vo, cloth 4 • oo 

BTTMBER. A Handy Book for the Calculation of Strains 
in Girders and similar Structures, and their Strength, 
consisting of Formulae and corresponding Diagrams, 
with numerous details for practical application. By 
Willifim Humber. i2mo, fully illustrated, cloth. • . 3 .50 

GULMORE. Engineer and Aitilleiy Operations against 
Charleston, 1863. Bjr Major-General Q. A Gill- 
more. With 76 lithographic plates. 8vo, cloth • • • lo.oo 

■ Supplementary Report to the above, with 7 litho- 
graphed maps and views. 8vo, cloth 5.69 
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AUCHIHCLOSS. Link and Valve Motions Simplified. 
Illustrated with n wood cuts, and 21 lithographic 
plates, together with a Travel Scale, and numerous 
useful Tables. By W. S. Auchincloss. 8vo., cloth, $3 oc 

JOTHSON. METALS USED IH GOHSTEVCTIOH- 

Iron, Steel, Bessemer Metal, etc., eta With illus- 
trations. i2mo, cloth ^j 

THE AET OF OEAIHIHO. How Acquired and How 
Produced By Pickert and Metcal£ Beautiftilly 
Illustiated, tinted paper. 4to, cloth 10.00 

VAH BUEEN. Investigations of Formulas, for the strength 
of the Iron parts of Steam Machinery. By J. D. Van 
Buren, Jr., C. E. Illustrated, 8vo., cloth, 2 00 

JOTHSOIT. Designing and Construction of Machine 

Gearing. Illustrated, 8vo., cloth, f. i 00 

WHIPPIB'S Practical Treatise on Bridge Building, an 
enlaiged and improved edition of the author's origi- 
nal work. 8vo, cloth ...••.. 4.00 

GOIOVSI-EETON, and other Artificial Stone, ^j Q. A. 

Gillmore. Illustrated with 9 Plates. 8vo, cloth. .... 3. 501 

VEBE HAND DEAWING, a Guide to Omamencal, Fig- 
ure and Landscape Drawing. By an Art Student 
Profusely illustrated, iSmo., cloth, 75 

THE EAETH'S CEUST. A handy OuUme of Geology. 

By David Page. Illustrated, iSmo., cloth, 75 

DICTIOXAEY of Manu&ctures, Mining, Machineiy, and 
the Industrial Arts. By George Dodd. i2mo., 
cloth, 2 00 
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BT7ET, Key to the Solar Compass, and Survfeyor^s Com- 
panion. By W. A. Burt. Second edition. Pocket- 
book form, tuck $2.5© 

A TBEATI8E ON THE BICHAEDS STEAM-ENOIHE 
INDICATOR, with Directions for its Use. By Chas. 
T. Porter. Revised with notes and large additions, 
aa developed by American Practice, with an Appendix 
containing useful formulae and rules for Engineers. 
By F. W. Bacon, M. E,, Member of the American 
Society of Civil Engineers. i8mo, illustiaied. Cloth, i.oo 

ON THE FILTRATION OP RIVER WATERS, for the 

Supply of Cities, as practise^ in Europe, made to the 
Board of Water Commissioners of the City of St. 
Ix)uis. By J. P. Kirkwood, Civil Engineer. Illus- 
trated by 30 engravings. 4to, cloth 15.00 

THE PLANE-TABLE ANB ITS UdE IN TOPOGRAPH^ 
ICAL SURVETINO. From the Papers of the U. 
S. Coast Survey. Svo, illustrated. Cloth 2 . 00 

REPORT on Machineiy and Processes of the Industrial 
Arts and Apparatus of the Exact Sciences. By F. A. 
P. Barnard, LL. D. Paris Universal Exposition, 
1867. I vol. 8vo, cloth. 5.0l> 

IRON TfUSS BRIDGES POR RAILROADS. The 

M^od of Calculating Strains in Trusses, with a 
iCarefiil Comparison of the most Prominent Trusses in 
• Reference to Economy in Combination, etc By 
Brev<lt Colonel William E. Merrill, U. S. A. Illus- 
trated. 4to, cloth 5.00 

VBEPTTL INPORHATION POR RAILWAY HEN. 

By W. G. Hamilton, Engineer. Fourth edition, re- 
vised and enlarged. 600 pp. Morocco gilt For 
pocket ••••• i.09 
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Van Nostrand's 

eclectic 
Engineering Magazine. 
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112 PaOIS, LA16E 8V0» MONTRLt. 

First Number was ksued Jan. i, 1869 

Illustrated. 
FRIGE t5 A YEAR IN ADVANCE. SINGLE COPIES 50 CT& 

Vol. I. January to December, 1869. Cloth $5.00 

" 2. " " June, 1870. " 3.CX) 

•• 3. July to December, 1870. '* 3 .00 

'* 4. January to June, 1871. ** 3.0c 

** 5, July to December, 1871. " 3-0Q 

" 6. January to June, 1872. *' 3.CX) 

VAN NOSTRAND'S MAGAZINE consists of Articles St- 
lected and Matter Condensed from all the Engineering Serial 
Publications of Europe and America, together with Original 
Articles. 

Few active engineers 01 artisans can take all or moft of the 
professional newspapers; none can afford the time to wade 
through the columns of the whole scientific press to get at tb^ 
really important news, information, and opinions. 

The object of this Magazine is to present within limits of space 
and cost that all can afiford, the cream of not 1^ than fifiy engi 
neering, mechanical^ chemical, and metallurgical publications. 
The French and German Magazines will be laigely translated. 
Papers and discussions before Societies will be condenftd. 
Professiona] news from all sources will be compiled at length 
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